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FIRE DEPARTMENT. 



Report for the Year and Quarter Ending December 31, 1904. 



Fire Department, City of New York, ' 
Nos. 157 AND 159 East Sixty -SEVENTH Street, V 

Borough of Manhattan, July 28, 1905. J 

Hon. George B. McClei 丄 an. Mayor of The City of New York, City 
Hall, Borough of Manhattan : 

Dear Sir 一 I have the honor of transmitting to you herewith, as 
required by section 1544 of the Charter, the annual report of the Fire 
Department for the year 1904, which includes reports for the last quarter 
of that year, and in doing so permit me to say, generally, concerning the 
work in the Department : 

Upon taking charge of this Department, January i, 1904, and in 
pursuance of your direction, I began an inquiry to ascertain the steps 
necessary to meet its plainly evident needs. It was apparent from the 
outset that the Department was far behind the demands made upon it by 
the establishment, growth and development of the Greater New York. 
This is not said in criticism of any previous administration. It was a 
condition largely brought about by the consolidation and due in a great 
measure to the lack of financial resources. With a view to bringing the 
Department nearer abreast of the development of the City, a plan for its 
progress and extension was outlined and since then has been carefully 
followed. This plan included the following purposes for the betterment 
of the Department : 



The extension of the paid system to Richmond Borough and to that 
section of Queens Borough now covered by the volunteer companies 
, along the lines of the largest populations. 

The reorganization of the fire-boat fleet and the addition of new boats 
thereto. 

The erection of new apparatus-houses where most needed through- 
out the boroughs covered by the paid department. 

The repair and rehabilitation of some of the present houses which 
have been rendered almost unfit for their purposes ； the purchase of 
much needed additional apparatus. 

Investigation of the entire telegraph system throughout all the 
boroughs for the purpose of definitely ascertaining what is the best way 
to proceed to secure for the City the most serviceable and effective means 
of transmitting fire alarms. 

The enlargement of the uniformed force and the allowance to its 
members of more time off. 

The reinforcement of the Bureau of Combustibles made necessary 
by the unparalleled amount of construction going on throughout the City, 
with a view to minimizing the dangers arising from the use of explosives. 

Through your aid and the co-operation of the other members of the 
Board of Estimate and Apportionment, and of the members of the Board 
of Aldermen, the work of carrying this comprehensive plan into effect 
has materially progressed. 

Immediately upon taking up the work of this Department, the 
question of safe-guarding theatres was the first to be considered, and was 
undertaken at your suggestion in co-operation with the Health Depart- 
ment and the Department of Buildings. The theatre owners and man- 
agers, as a rule, responded readily and willingly to the recommended 
changes, and as a result of the joint investigation made at that time and 
the compliance with the orders issued, the theatres of the city were made 
safer and the public was afforded a much larger measure of protection and 
security. 



The arrangements for the extension of the paid department are 
already perfected. It is expected that it will be installed in Rockavvay, 
Far Rockaway and Arverne in Queens by September i, and in Richmond 
by October i. 

The fire-boat fleet has been reorganized and made more effective than 
ever in the Department's history, according to the opinion of those best 
qualified to judge. Certainly this arm of the service never did as effective 
work as it has done during the past year. It has been formed into a 
separate battalion, under the command of a Battalion Chief who confines 
himself wholly to this work. There are seven fire-boats in the fleet. 
Three new powerful boats of the most modem types are now being 
planned and will be in course of construction within the next few months. 
When they are in commission all the boroughs will have additional water- 
front protection. 

The building of new apparatus-houses and the acquirement of sites 
in sections now uncovered is proceeding with due speed, as is also the 
purchase of additional apparatus. The number of buildings finished 
since January i, 1904, in the Greater City is 21. The number now under 
way or projected is 14. The repair work has been pushed to the limit of 
time and as far as the funds would allow. 

Investigation of the necessities of the fire alarm system has been 
made under my direction by this Department. Permission has also been 
granted to the Fire Underwriters to conduct investigation by an expert 
of their own selection. When the reports are in they will be carefully 
collated, and upon them will be based the recommendations from this 
Department, which it is hoped, will result in securing any changes that 
may be deemed necessary and beneficial. - 

The uniformed force of this Department has been greatly enlarged. 
On January i, 1904, it numbered 2,972. On the date of the transmission 
of this report it numbered 3,500. The detailed report which follows gives 
the number as it stood on January i, 1905. 

To aid the Bureau of Combustibles in coping with the danger arising 
from the increased use of high explosives, owing to the great works of 
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construction in progress throughout the City, I have detailed fourteen 
uniformed men for inspection duty at the points where the greatest 
amount of blasting is being done, with instructions to all that the law is 
to be enforced rigidly. ' 

On February 9, 1904, Edward F. Croker was reinstated by the 
Appellate Division of the Supreme Court as Chief of Department, and 
this decision settled satisfactorily the question "of command of the uni- 
formed force. 

Early on the morning of February 8， 1904, by your direction, at the 
request of the Mayor of Baltimore, men and apparatus of this Department 
were sent to that city to aid in subduing the great conflagration which 
had begun on the previous day. 

The force sent to the assistance of the Baltimore Department was 
made up of Engine Companies 5, 7, 12, 13, 16, 26, 27, 31, 33 and Hook 
and Ladder Company 5. The record made by the Firemen of this City 
in Baltimore called forth the compliments of the officials and the citizens 
of the afflicted city, and by the press of the United States in general. 
Battalion Chief John P. Howe was in command of the New York Fire- 
men at Baltimore. 

It is but my duty to say of the officers and men of this Department 
that all reports made to me show that they were never more vigilant, 
never in a higher state of efficiency and never working in better harmony 
than now. Soon after I came into this Department I was convinced that 
the two platoon system of fire duty, which was then being vigorously 
agitated, would not be a good thing either for the fire service or for the 
Firemen, but that it would work against the interests of the men and to 
the demoralization of the force. I therefore opposed the two platoon bill 
before the Senate Committee in Albany in April, 1904. I, however, 
promised to give the plan a fair trial in one of the battalion districts. The- 
bill was never reported out of committee. It would have cost the City 
about $1,500,000 per year to have put this idea into effect. The trial of 
the two platoon project was made in the Third Battalion District, begin- 
ning December 5, 1904, and ending March 12, 1905. It was found to be 
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wholly unfit for the purpose of this Department, and I directed the aban- 
donment of the trial. At the time of taking this action, in order to keep 
the promise made to the men I directed that in addition to the one day off 
in every five, the men should have twelve hours' additional leave three 
times each month. That is three leaves of thirty-six hours each month, 
and three leaves of twenty-four hours each month. This in addition to 
the fourteen days' vacation annually. It was my intention to have these 
leaves enjoyed by the officers as well as by the Firemen, but that was 
found not to be practicable at the outset of the arrangement. I am now 
endeavoring to arrange matters so that the officers can have the additional 
leave in the near future. In determining the two platoon question, and 
substituting for it the additional leave, this Department has saved the 
City a very great amount of money, and the action so taken has added 
much more to the comfort and the satisfaction of the men than the in- 
troduction of the two platoons could have accomplished for them. 

Very respectfully, 

' Nicholas J. Hayes, 

Fire Commissioner. 



FINANCIAL STATEMENT. 
BOROUGHS OF MANHATTAN. THE BRONX AND RICHMOND. 

Total Amount 
Appropriation of Vouchers 
Title of Appropriation. for Year 1904, Certified to Balance 

• After Transfers. Comptroller to Dec. 31, 1904. 

December 31, 



1904. 






$54,030 


00 


153.938 


70 


$91 


30 


Bureau of Chief of Department and Assist! 


ints pay- 






"2,634 










133,663 


58 


19 


39 


Engine and Hook and Ladder Companies pay-roll . 


3,429,940 


74 


3,429,916 


93 




81 






19,400 


00 
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00 


1 00 
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00 
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Fire Alarm Telegraph Branch pay-roll. . . . 




70,784 


32 


70,749 


74 
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78,977 


15 


78,733 


71 


•S3 


44 
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Title of Appropriation. 



Appropriation 
for Year 1004, 
After Transfers. 



Hospital and Training Stable pay-roll 11,432 29 

Superintendent of Building! pay-roll 216,206 37 

Apparatus, Supplies, etc 536,106 81 

專 3,3 37,690 a6 

Maintenance of Volunteer Companies, Borough of 

Richmond 、 49,800 00 

Maintenance of Fire Alarm System in the Borough 

of Richmond 13,47^ 00 



Total Amount 

of Vouchers 

Certified to Balance 
Comptroller to Dec. 31, 1904. 

December 31， 

1904. 



11.396 68 
35,890 21 
313.578 35 

$3,143.110 76 
49,800 oc 
12,480 12 



135 6« 
316 i< 

專 2 14,579 S« 
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Fire Department Fund for Site and Building, Dumae 

Street, 1904 bond i 蘑 lue 

Fire Department Fund for Sites, Buildings, etc., 

1004 bond issue 

Fire Department Fund, Fire Alarm Telef^raph Syt- 

tem, 1904 bond issue. Borough of Richmond. . 
Fire Department Fund, Volunteer Companj System, 

1004 bond issue. Borough of Richmond 

Fire Department Fund, Volunteer Company System, 

1904 bond issue, Borough of Ricnmond 

Fire Department Fund' Volunteer Company System, 

1904 bond iMue, Borough of Ricnmond 



Appropriation, 1902 



$3,420,962 26 13.205,390 88 $ai5,S7x 3 蘑 



$415,000 00 l3^3f528 50 $9i,47> 50 

300,000 00 300,000 <>• 

lOfOya 37 4*774 •， 5»»97 5S 

1,200 00 1,200 00 

4,000 00 4,000 00 

1,000 00 1,000 00 



Appropriation, 1903 



(.941,080 76 $2,939.956 75 



；, 124 01 



Fire Department Fund, Sites, Buildings, etc., bond 
issue 1 899 

Fire Department Fund, Sites, Buildings, etc, bond 
iMue 1 901 

New Fire-boats ~ For Two. 1902 

Revenue Bond Fund for Fire Alarm Telegraph Sys- 
tem, Borough of Richmond, bond inue 190a. . 

ReTcnue Bond Fund for Purchase of Apparatua. 
Horses, etc., for the Volunteer Fire SvBttm, 
bond issue (of $25,000) 190a, Borouirb of Rich- 
mond 

Revenue Bond Fund for the Construction of a New 
Fire-boat, bond issue 1903 

Revenue Bond Fund for Repairs and Alterations to 
Building No. 84 Attorney Street, bond issne 

一. 1903 

Fire, Department Fund, Sitet» Buildings, etc. bond 
issue 1903 



318,300 


00 




68 


800,000 


00 
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94 
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00 


1 30,050 


00 


3r.3oo 


00 


37.300 


00 


J 1, 000 


00 


ao,6o4 


17 


95,000 


00 
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",000 


00 


4,68S 


30 


So6,6i8 


49 




39 



I4.M 3* 
29,950 00 



395 
I3< SS 

7.3" 79 

171*438 !• 
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FINANCIAL STATEMENT, DECEMBER 31, 1904. 

BOROUGHS OF BROOKLYN AND QUEENS. 



Total Vouchers 

for Year Certified Balances 

Title of Appropriation. 1904 including to Comptroller December 

Transfers. to December 31, 1 904. 

31, 1904. 

Headquarters 零 26,541 so $26,014 63 事 526 8; 

Chief and Assistants 101,500 00 100,174 52 1,325 48 

Engine and Hook and Ladder Companies i ,886,343 00 1,884,066 85 2,276 15 

Combustibles, Bureau of 14,700 00 141699 9' 08 

Fire Marshal, Bureau of 7.650 00 7,600 00 50 00 

Fire Alarm Telegraph 37,8oi sa 37,738 85 62 67 

Repair Shop, 39,909 50 39,615 S2 293 68 

Hospital and Training Stables 3,692 50 3,650 00 42 50 

Apparatus, Supplies etc 、 307,800 00 199,944 25 "7,855 75 

Maintenance, etc., Fire Alarm System, including ap- 

Saratus, etc., for Volunteer Companies, Borough of 

ueens 50,000 00 31,001 42 18,998 58 

Maintenance Volunteer Companies, Borough of Queens. • 72,400 00 73,400 00 

Repairs to Fire Boat, Bond Issue 15,000 00 25,000 00 

零 2, 573,338 oa $2,441,906 26 $131.431 76 



Hon. NICHOLAS J. HAYES, Fire Commissioner : 

Dear Sir ― I have the honor to transmit herewith for your information annual 
report for the year 1904, of the Bureau, Chief of Department, comprising a report 
of operations, statistics of fires, appointments, resignations, dismissals, reinstatements, 
retirements from the service, deaths in service and those relieved or retired from 
service, a register of the officers of the uniformed force in active service, etc. 

On December 31, 1904, the total membership in the uniformed force, boroughs of 
Manhattan and The Bronx, was 1,917 officers and members, and the number of alarms 
responded to by the above force during the year was 8,480. 

The fire extinguishing force consisted of 79 engine companies, including 5 fire- 
boats, 27 hook and ladder companies, 10 companies being known as " double engine 
companies " and 5 known as " double truck companies/' consisting of an average 
of 3 officers and 22 members, all equipped with double sets of apparatus and formed 
into two sections, one of which remains in quarters for the purpose of covering un- 
protected territory during the time the other section responds to fires; i engine and i 
hook and ladder company are equipped with searchlight engines, which are used at 
night fires, and i engine and 3 hook and ladder companies are equipped with water 
towers. 
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To each company is assigned a district within whose limits commanding officers 
are responsible for violations of laws, etc., condition of alarm boxes, hydrants, build- 
ings, etc. 

Apparatus companies are organized into battalions, numbering from the First 
to the Eighteenth Battalions, inclusive, averaging about six companies to a battalion, 
each under the command of a Chief of Battalion ； these battalions in turn are divided 
into five divisions, each under the command of a Deputy Chief of Department, as fol- 
lows : First Division, comprising the First, Second, Third and Fourth Battalions ； 
Second Division, the Fifth, Sixth, Seventh and Eighth Battalions ； the Third Division, 
the Tenth, Twelfth and Sixteenth Battalions ； the Fourth Division, the Ninth, Eleventh 
and Thirteenth Battalions, and the Fifth Division, the Fourteenth, Fifteenth, Seven- 
teenth and Eighteenth Battalions. 

The notable fires transmitted herewith are such as have necessitated the calling into 
service of a large number of apparatus companies, by reason of the area and magnitude 
of the fires, or which have been emphasized by large loss of life or great pecuniary loss, 
or otherwise marked by exceptional circumstances. 

During the year Engine Company 78 (fireboat "Geo. B. McClellan") was organized 
and placed into service, affording a much needed additional protection to property 
along water fronts, and also Engine Companies 43 and 76 and 79 and Hook and Ladder 
Company 26; also building on several other apparatus houses which were started 
during the year and nearing completion, and which will be organized and placed in 
service during the early part of the ensuing year. In addition to the above, a large 
number of sites have been purchased and appropriations secured to purchase sites for 
the purpose of erecting apparatus houses in locations where they are most needed. 

While a large number of additional hydrants have been added to replace those of 
antiquated pattern, there still exists a great need that this branch of the service be 
improved. Thousands of times during the winter this Department finds it necessary to 
thaw out hydrants, causing the loss to this Department, temporarily, of the services 
of a large number of members and apparatus, which could otherwise be utilized for 
fire service. An increased number of water mains, and the replacing of present small 
ones by others of large diameter, the installation of an underground salt water system, 
with pumping stations, etc., are matters of urgent need and should be provided with the 
lease possible delay. ， 

During the month of December, 1903, the Bureau of Violations and Auxiliary Fire 
Appliances was created, taking from the Bureau Chief of Department the supervision 
of buildings as to the installing of fire appliances, etc., and while the work has pro- 
gressed under the direction of this Bureau, I am of the opinion that the Chief of 
Department, who is held responsible for the extinguishing of fires, should have super- 
vision over such matters, and therefore recommend that the Bureau be abolished, and 
in lieu thereof, it be made a branch of the Bureau Office Chief of Department. 
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The amendment to the rules and regulations of 1903, creating so many different 
classes in the Roll of Merit has, to a degree, affected the work of the Department, as 
it has become a practice among some members of the Department in their efforts to get 
their names placed upon the Roll of Merit, to neglect their regular fire duty at fires. 
The Roll of Merit was originally established in the Department as a Roll of Honor, to 
set forth " exceptionally meritorious acts in the line of duty, wherein the member per- 
forming same actually risked his life to save others, but under the rule promulgated in 
1903, and as it now stands, it had simply become a vehicle for members to obtain an 
additional rating in an examination for promotion. I therefore strongly recommend that 
the rules be amended so as to permit only the names of members of the Department to 
be placed thereon who have actually risked their life at fires to save others. 

The intention of the Department in the near future to create a Marine Battalion 
to comprise the fire-boats of the Department, under the command of a Chief of Battalion, 
is an excellent step in the right direction, and will materially increase the efficiency of 
that branch of the service, and with the addition of two or three new fire-boats, 
the Department will be fully able to successfully cope with fires along the water-fronts. 




ment should be made as soon as possible, and a Superintendent, with a practical knowl- 
edge ot the needs of the Department in this direction, should be appointed, and be 
directly responsible to the Fire Commissioner for the workings of his Bureau. Very 
many additional improvements are necessary in this Bureau, and as it is a most im- 
portant branch of the service, sufficient appropriation should be made with the view 
of placing this Bureau on an up-to-date basis. 

New hose, additional apparatus and more apparatus companies are required to 
enable the Department to keep pace with the ever increasing growth of the City, and 
I am pleased to state with the hearty co-operation that has been given me since your 
assuming the office as Fire Commissioner, the Department has been able not only to 
maintain but very very materially increase its efficiency. 

For the purpose of instituting a practical test to determine the merits or demerits 
of placing the Department upon a two platoon basis, i. e., dividing the hours of service 
of the members of the Department into two shifts each day, viz., 8 a. m. to 6 p. m. and 
from 6 p. m. to 8 a. m., a trial of this system was placed in operation in the Third 
Battalion, Borough of Manhattan, operated on the exact lines of a Legislative bill which 
was presented in Albany during 1904. From reports already received from the officers 
in this Battalion, as well as Chiefs of adjoining battalions, under whose directions 
these companies operated at fires, I can only say that the operation of the plan has 
only confirmed the opinions previously held by those vitally interested in the welfare 
of the Department, that the two platoon system is not only a great detriment to the 
citizens and taxpayers of this City (to say nothing of the largely increased cost), but 
has proven of absolutely not the slightest benefit to the Firemen, and has materially 
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'iffected the discipline of the Department in this Battalion, as shown by the increased 
numhtr of charges, the inability of the men to do the work required, etc. At an early 
dale I will forward you a complete report in detail showing the working of the system. 

I also transmit herewith copy of decision of the Appellate Division unanimously 
reinstating me as Chief of Department, which T would respectfully request be printed 
in the annual report for 1904. 

Very respectfully, 

EDW. F. CROKER, Chief of Department. 

Unanimous Decision of the Appellate Division, Supreme Court, in Reinstating Chief 

Edward F. Croker. 

At the opening of the trial many preliminary objections were interposed by the 
relator bearing upon the informality and insufficiency of the charges, and one of 
which challenged the right of the Commissioner to sit as judge. The conclusion at 
which we have arrived renders it unnecessary to discuss seriatim all of these objec- 
tions or the evidence bearing upon the guilt or innocence of the relator as stated in the 
charges. A careful consideration of the entire record shows that at the time the 
charges were made the Commissioner entertained a decided prejudice against the 
relator, and by reason of this feeling ~ which was in no way disguised 一 the relator, at 
the opening of the trial, objected to proceeding before him, requesting that the trial 
should be had before a deputy, as permitted by the Charter. The request was refused, 
the Commissioner insisting that the trial should be conducted by himself. At the 
beginning, therefore, of the proceeding which resulted in the relator's dismissal we 
have a serious question presented, viz. : Whether or not the bias and prejudice which the 
Commissioner undoubtedly entertained against the relator was so strong and of such 
a character as to cause him to convict the relator without any sufficient evidence of 
guilt. In commenting upon this feature of the case which was presented on an applica- 
tion for a stay after the relator's dismissal, the learned Judge at Special Term (Croker 
vs. Sturgis, 39, Misc. 448) said: "The question here is not as to the propriety of his 
acting under all circumstances of the case. The question is, did he have the power? 
There is no doubt that he had. It is given by statute. In a similar case it has the 
support of authority. People ex rel. Meyer vs. Roosevelt, 23 App. Div., 514; and, 155 
N. Y.， 702. * * * Bias and prejudice per se can afford no ground for a stay 
just as little as bias and prejudice per se constitutes a ground for reversal. It is 
bias and prejudice tainting or affecting the result. Grant that the respondent showed 
animus, or even had he prejudged the guilt of the relator, if there was nevertheless 
uncontradicted evidence supporting any one of the charges ； evidence of a kind that 
would satisfy an impartial tribune, the judgment of dismissal based on that charge 
alone would have to stand." 

The initial difference between the Commissioner and relator seems to have arisen 
from an effort on the part of the Commissioner to compel the relator to take a vaca- 
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tion. In this connection it appeared that on the 2d of August, 1902， the relator was 
granted a leave of absence for sixty days, before the expiration of which, however, 
he returned and resumed his duties as Chief of the Fire Department, for which act he 
was suspended by the Commissioner ； he protested against his suspension, and applied 
to the Courts for reinstatement, with the result that it was finally determined that the 
Commissioner had no authority to do what he did. The Court of Appeals say: "The 
Commissioner by attempting, even in the best of faith, to impose a compulsory vaca- 
tion upon the Chief of the Department, could not compel that officer to absent himself 
and thus prevent him from discharging a statutory duty. A vacation is a personal 
privilege that can be waived. * * * As long as he was Chief, with no 
charges pending against him, he could not be suspended for either a definite or indefinite 
period, and thus . prevented from obeying the statute. While the Commissioner could 
compel him to do his duty, he could not by an 'administrative order* or in any other 
way prevent him from doing his duty. (Croker vs. Sturgis, 175, N. Y., 158.)" Here, 
then, we have the beginning of what the record before us justifies us in saying seems to 
have been a preconceived plan on the part of the Commissioner to interfere with the 
relator in performing his duties as Chief. We say preconceived, because, having met 
with opposition, we find that the Commissioner, under date of September 18, 1902, wrote 
a letter to the Mayor, in which he recites the relator's opposition to the continuance 
of his vacation, hi^ suspension, the granting of a mandamus which was being con- 
tested in the Courts, and concludes with the words : "The conduct of Chief Croker 
was such that I shall, as speedily as possible, prepare charges against him and bring 
them to an early hearing, in accordance with the standing rules and regulations of the 
Department." Pursuant to this attitude of hostility which the Commissioner had 
apparently assumed, it seems that diligent efforts were made by him in every direction, 
covering practically the four preceding years, during which the relator was Chief, for 
the purpose of finding a ground or grounds upon which charges could be preferred, a 
trial had, and his removal accomplished. As a result of that effort, charges, includ- 
ing fifteen specifications, were prepared, and upon which the relator was placed on trial. 
It is not disputed but that these charges were prepared by direction of the Commissioner 
himself, although it appears that they were signed by a Clerk or Secretary in the 
Department. As many of the charges had a bearing, not only upon the honesty, integ- 
rity and good character of the relator, but also as to his competency to discharge the 
duties of his office, they should have been brought promptly if the spirit and language 
of the rules of the Department were of any force. The comment or criticism upon the 
charges arises from the fact of the stalencss of most of them and the length of 
time during which, if true either wholly or in part, and untrustworthy and incompetent 
man was permitted to discharge the duties of a very responsible position. Some of the 
specifications, it will be noticed, date back to 1899; most of them to 1900; and if our 
perusal of the record is correct, only two (neglect at the armory fire and insubordina- 
tion in refusing to obey the Commissioner and take an enforced vacation), to the year 
when the charges were made, 1902. An effort was made to prove all of the charges. 
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and although a large number of them were rejected by the Commissioner as unproved, 
the nature and extent thereof show the length to which the Commissioner, or the 
prosecution as termed in the record, went to find some ground upon which the relator 
could be dismissed. 

These observations naturally lead us to a consideration of the animus presented 
at the trial with respect to the charges upon which the relator was found guilty. 
Taking them in the order as above set forth the respondent showed that on Octo- 
ber 2, 1899, some three years before the trial, the relator issued an order to Chiefs 
of Battalions to direct company commanders "to discontinue all inspections as called 
for in section no of the rules and regulations until otherwise ordered, except such 
as may be ordered from this office." The section of the rules and regulations referred 
to required inspections "in compliance with the provisions of chapter 378, Laws of 
1897, in their respective districts in the months of January and- July of each year;" 
and reports showing whether the law had been complied with; and provided that "in 
cases where reports have once been forwarded that the law has been complied with, 
additional reports need not be forwarded." Testimony was given that the Park Ave- 
nue Hotel had been reported as having complied with the law and that it was a fire- 
proof structure, and in this connection the relator testified that he sent out his order 
in obedience to oral instructions from the then Commissioner of the Fire Department 
It also appeared that section 216 of the rules and regulations provided that the Chief 
should "Not be guilty of deceptipn or evasion of any law, ordinance, rule, regulation 
or order, general, special or verbal," and that section 739 of the Charter provides that 
"The government and discipline of the Fire Department shall be such as the Fire 
Commissioner may from time to time, by rules, regulations and ordinance, prescribe," 
the rules in force to continue until modified or repealed by the Commissioner. In 
addition to this it also appeared that on the i8th of April, 1900 (two years before the 
Park Avenue Hotel fire), the relator ordered inspections "of all buildings that are 
nine stories or more in height," and reports which should state the location, number 
of stones, fire appliances, stand-pipes, etc., in such buildings, which order was sent 
in obedience to instructions from the Fire Commissioner. In March, 1902， the relator 
also sent to Battalion Chiefs copies of "the new Building Code," and stated that its 
provisions should be complied with and violations reported. The language of the 
code is that all buildings "nine stories or more (or exceeding 100 feet in height)** 
should come under the provisions of the code as to appliances, etc. The relator tes- 
tified that he did not know how the words in parentheses "or exceeding 100 feet in 
height" came to be omitted from the first letter, but that all buildings of nine stories 
.were regarded as 100 feet in height. In performing the duties ordered by the relator 
and prescribed in the code it seems that no report was made of the fact that the Park 
Avenue Hotel was not provided with the requisite fire appliances. That hotel was not 
nine stories in height, but according to the testimony admitted over objection and 
exception, it measured at one point from roof to curb 103 feet, and from the curb 
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to the top of a small structure on the roof 124 feet. We do not think this omission, 
in the absence of any evidence of motive, warranted the Commissioner's finding that 
the relator was Ruilty of failure tcv enforce the requirements of law for safeguarding 
the hotel and in issuing; the order of October 2, 1899. That order, it will be remem- 
bered, if the relator's testimony is credited 一 and it does not seem to be disputed-* 
was issued by direction of the then Commissioner. In any event the prior regulation 
which it is claimed was displaced did not require reports of inspections in the case 
of fireproof buildings once reported, and that hotel, it is not disputed, was reported 
and was regarded as fireproof, although subsequent events proved that it was not 
entirely so. In addition to this it appears that this order was superseded by an order 
issued the following year calling for inspections in accordance with the Building Code^ 
and although that order refers to buildings of nine stories, and omits the parentheti- 
cal words "or over 100 feet in height," there is nothing to show that its real meaning 
was not to require a compliance with the code. The evidence presented as to whether 
the hotel was over 100 feet in height was very dose, and the method of measurement 
was justly criticised by the relator, but whether it came under the rules or not was 
a matter of administration confided to members of the force other than the Chiei» 
whose duty it was to see that the regrulation was observed. It will be noticed, there- 
fore, that there is little if any evidence to support the Commissioner's finding on this 
charge. 

With respect to the charge of incompetence in the management of great fires, the 
Commissioner found him not guilty upon two specifications, but guilty upon the third, 
viz. : The Park Avenue Hotel fire, the incompetence alleged being his failure to protect 
the hotel from the antiory fire and to have the guests removed. The testimony bearing 
upon this subject shows that the fire at the armory broke out in the early morning 
hours of a stormy night, and the streets were almost impassable by reason of the 
snow, ice and water. The relator, while returning from a fire in another part of the 
city, was informed of the fire at the armory, and he at once went there and found the 
armory in a mass of flames, with the high winds carrying sparks over the car sheds, 
immediately to the south, which contained inflammable material. He ordered his men to 
protect that structure and sent a man into the Park Avenue Hotel, which was located 
on the opposite side of Fourth avenue, between Thirty-second and Thirty-third streets, 
to see that the windows were closed. He knew that the hotel had an iron and stone 
front and a brick roof, which, at the time, was covered with two feet of snow. His 
men watched the hotel, and saw that the windows were dosed. His work at the 
armory was obstructed, owing to the subway excavations, and he caused dynamite 
stored near the armory to be conveyed into the tunnel, and protected the woodwork 
at the entrance from the fire. 

The buildings contiguous to the armory he also protected, and so efficient was his 
work that no serious damage resulted to the car sheds, although the wind carried sparks 
as far south as Thirty-first street, where a small fire occurred/ In the meantime the 
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hotel people had sent a man to the roof, who found that sparks coming that way were 
extinguished in the snow. A number of the guests had dressed and descended to the 
corridors of the hotel, where they stood watching the armory fire. At this time, while 
the elevator in the hotel was descending with other guests, smoke arose from below 
the elevator, and when it was stopped at the lower floor flames shot upward. This 
fire was first discovered at the foot of the elevator shaft. The relator was notified, and 
at once rushed into the hotel, where he found the elevator shaft a mass of flames, with 
fire shooting upward. He ordered a fourth alarm, and, with his men, fought his way 
up to the stairs, which were afire, through the corridors, which were ablaze, to the roof, 
and the fire was extinguished, but not until a number of the guests had lost their lives. 
Small fires had appeared in the meantime on some of the wooden window casetnents, 
and there was conflicting evidence whether these were caused by sparks from the 
armory or by the fnt from the elevator passing outward through doors and windbws 
left open by guests of the hotel. Two theories were presented as to the cause of the 
fire in the elevator ； one being that it was of an independent origin, and the other that 
it was caused by sparks from the armory passing through a small opening, which 
measured 3 by 10 inches, in the top of the shaft, thence falling to the bottom of the 
shaft, or else that such sparks passed under the hoods or flues and then down the 
flues and finally into the elevator well. It is true, as contended by the respondent, the 
relator did not have the gyests of the hotel aroused, but it appears that three alarms 
had been given before he was called to the fire, and it is undisputed that for some time 
before the fire in the hotel occurred those in charge of the hotel were well aware of 
the nature of the conAagratton which was raging at the armory, on the opposite side 
of the avenue, and had sent a man to the roof, who reported that, with snow thereon 
two feet deep, there was no danger. The guests themselves were many of them aware 
of the fire, as already said, had dressed and descended to the hotel corridors, where, 
without apparent apprehension, they were watching the armory fire. That a fire should 
occur in the hotel, as it did, was scarcely to be expected. That a spark could enter 
the small opening at the top of the shaft, pass the elevator, which was then in use, 
and, unobserved, reach the bottom of the shaft, seems improbable, and was so 
characterized by expert witnesses. We think the weight of testimony is against the 
theory that a spark got underneath the hood, descended and entered the bottom of the 
elevator well. The Commissioner, however, found that the fire did occur in one of 
the ways indicated, and for such result held the relator guilty of incompetency. In this 
connection, it must be borne in mind, the evidence shows the relator was confronted 
with many dangerous conditions which required his immediate attention, and, in 
spite of the stormy night and the headway which the fire at the armory had obtained, 
be protected the large inflammable car sheds, occupying the most dangerous position, 
the surrounding dwellings, safeguarded the wooden entrance to the subway, prevented 
the explosion of dynamite stored therein, and, with respect to the hotel, which he had 
reason to believe was fireproof, sent a man to see that the windows were closed. The 
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Commissioner commends the relator for his work in fighting the fire in the hotel, yet 
holds him incompetent in the management of great fires in not having: frrevented it. 
We think the fair inference to be drawn from the evidence is that the relator did all 
he could reasonably be expected to do. But had he erred in judgment at such a time, 
under the authority of People ex rel. McCabe vs. Fire Commissioner (8 St. Rep., 695), 
this would not be a sufficient cause for his removal. It was there said : "The man is 
yet to come who, in all emergencies has not blundered, whether he be lawyer, juror 
or judge, major general, minister, governor, crowned head or president, and while 
the error committed had demonstrated that as to the particular subject a failure to d«al 
with it properly could not be denied, it has not been regarded as evidence of incapacity 
to discharge the duties of the position held, or to command. * * ♦ A single error 
of judgment by him, assuming one to have been committed, is not sufficient evidence 
of the relator's incapacity to warrant his removal." 

The third charge was conversion of public property to private use. Although the 
Commissioner held that this charge was not substantiated with respect to the private 
use and appropriation of materials and work by the relator, he found him giiilty of 
conversion in permitting hose to be delivered to the Polo Grounds and to a lumber 
company on the outskirts of Brooklyn. It was conceded the hose was delivered, but 
the undisputed testimony is that it was not given, sold or loaned, but was stored at 
those places (to be used only by Firemen), because such places contained highly 
inflammable material and were both removed from fire-houses. The Charter provides 
that the Commissioner has charge of all the Fire Department property, its disposition 
and location ； and it was shown that the relator delivered such hose upon direction 
of the Commissioner. It was thus established that there was no wrong motive in what 
was done; on the contrary, it appears that the relator acted for the good of the 
service and with authority. The charge of conversion was thus destroyed. 

Another charge was that of conduct prejudicial to good order and discipline ； and, 
with respect to the several specifications, the evidence presented shows a sharp conflict 
of testimony. In the first of these specifications ― that the relator persecuted Chief 
Terpen y - ~ the conflict is between the two men, the former denying and the latter 
asserting that orders were given over the telephone (hat Foreman Clifford was to 
be prevented from attending the meeting of a benevolent association which, it was 
claimed, the relator did not favor. The relator admitted that he had, daily from 
May to September, 1900, transferred Chief Terpeny, but stated that the Chief had 
been assigned a difficult post and desired a change, even if it were to relieve absent 
Chiefs temporarily, and this work was given to him. as it was at times given to 
others, until finally a very desirable post was vacant, to which he was assigned. 

Up6n the specification relative to Chiefs Gooderson and Burns there was also a 
conflict of testimony, these two men asserting - they had spoken to the relator about 
the examination and been advised not to take it, as it was for one man only, and the 
relator denying such conversation. It was not disputed that an invitation was sent to 
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all Chiefs to take the examination, and a number of them did so, and two men as the 
result were promoted. It also appeared that Chief <xooderson had b«en threatened by 
the relator with charges if he did not pay several debts incurred, and he admitted 
there was an unfriendly feeling between hhnself and the relator. So, too, upon the 
third specification ~^ that the relator had declined in: the fall of 1900 to recommend 
certain members of the force for promotion owing to their refusal to join the 
benevolent association in which he was said to be interested 一 there was a conflict 
as to whether such pressure was exerted ； the men claiming they were approached by 
persons who stated they represented the relator and the relator denying that he or 
anyone with the right to represent him had niade such threats, and denying that he 
had been influenced by any consideration in failing to recommend men other than 
such as were for the good of the service and in accord with the rules of the Depart- 
ment. In this latter connection it appeared that a number of the men were not on 
the merit roll, which had been deemed a prerequisite for promotion. The. fourth 
of the specifications related to the forcing of a veteran from the eligible list in 1900. 
It appears that he was removed by an order of the Commissioner and subsequently 
reinstated ； but, though it was shown that the relator was active in seeking his removal, 
the explanation given was that the veteran was defective in eye-sight and had been 
so reported by the Medical Board. 

Upon the charge of prejudicial conduct we have contradictory evidence calling for 
the determination of a question of fact ； but at this point, the manner in which the trial 
was conducted by the Commissioner shows that the relator was not accorded a fair 
presentation of his side of the case. He attempted to show, for the purpose of dis- 
crediting the principal witnesses who testified to conversations with him, which he de- 
nied, that they had formed a conspiracy against him for the reason that they had failed 
in promotion or otherwise ； but this evidence the Commissioner persistently refused to 
receive or consider. On the other hand, however, the Commissioner, over the relator's 
objection and exception, admitted a larger amount of improper and incompetent testi- 
mony as to the rumors in the Department respecting the views and intentions of the 
relator as to men who did not join the Benevolent Association mentioned, and also 
admitted evidence as to the statements of third persons claiming to represent the re- 
lator, but who were not produced upon the trial, which statements were made in the 
absence of the relator. We think that the inferences to be drawn from the testimony 
upon these specifications are not altogether unfavorable to the relnror, and that with 
respect to them he was not accorded an impartial trial. 

Before passing to the consideration of the manner in which the Commissioner con- 
ducted the trial, it remains to say with respect to the final charge upon which the 
relator was adjudged guilty, viz., conduct unbecoming an officer, in refusing to obey 
the Commissioner by not taking his entire vacation, we have the conclusion of the 
Court of Appeals in the proceeding brought by the relator upon his suspension (Croker 
vs. Sturgis, supra) that the Chief had the right to return and take up his work, and 
the Commissioner on that point was in error. 
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We thus come to the fourth subject, as to whether, from the conctusions reached by 
the Commissioner and the manner in which the trial was conducted, it appears that 
the Commissioner's judgment was affected by bias and prejudice. We have already 
shown, as to the first charge of failure to enforce the requirements of law for safe- 
guarding the Park Avenue Hotel, that the evidence did not warrant the Commis- 
sioner's finding; that with respect to the conclusion that the relator was guilty of in- 
competence in the management of great fires, as shown by the Park Avenue HoUl 
fire, there was insufficient basis for such' a determination ； that upon the subject of 
conversion;. of personal property, the relator fully met the charge, and that Aipon the 
final charge on which the relator was found guilty, the Court of ^^ppeals has expressed 
an opinion contrary to that of the Commissioner. These conclusions of lh$ Commis- 
sioner, at variance with the evidence, can only be explained when it..ii recalled that 
he had expressed a determination to find some charges upon which to dismiss the re- 
lator, and for that purpose unearthed a number of matters which had never before, dur- 
ing the several years the Chief was in office, provoked criticism. With respect to the 
charges which the Commissioner was unable to find evidence to sustain, he did not as 
to some of them acquit the relator, while admitting a finding. As to the charges or 
specifications where, as we have shown, a conflict of testimony was presented, the 
relator, on the one hand, was met by Department rumors not brought home to any 
source which could be investigated, and by statements of men not named nor pro- 
duced at the trial ； and, on the other hand, he was prevented from showing that the 
principal witnesses, whose testimony supported* the charges, had formed a conspiracy 
against him, which, if proved, would have tended 16 discredit their statements. In addi- 
tion to this, we think that no one reading the record and noting the rulings made in the 
admission of evidence to prove the charges, and the exclusion of evidence* having a 
tendency to disprove them, could fail to be convinced that the relator was not accorded 
a fair and impartial trial. This not being, strictly speakiiijf, a trial in a court of law, 
but one before the head of a department who was not a lawyer, tHe technical rules of 
evidence were not applicable. By this we do noi mean that in such a case evidence 
mzy be given which would result manifestly in a mistrial, but that in a somewhat 
informal proceeding such as this the Commissioner has a wide latitude as to the kind 
of evidence which he will receive or reject. 

The discretion vested in the Commissioner as to the character of the evidence 
to be received is, not such that he could permit anything the counsel for the prosecu- 
tion thought would sustain the charges, and then exclude .the proof offered by the 
relator to rebut the inference of guilt created, where the. latter was of a high and 
even higher order of evidence as that presented to support the. charges. , This, (low- 
ever, as shown, is precisely what occurred. Although yve have i\ot ma(le an exact 
computation, we think, from our review of the record, the relator has not exaggerated 
in asserting that "during the whole trial several hundred objections were made by thjC 
relator's counsel, of which only four were sustained. Every objection, with the cxccp- 
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tion of two, made by* the Assistant Corporation Counsel, was sustained." That some 
of these rulings at least could not be supported was recognized by the Commissioner 
himself, because in his return to the writ he says: "It may be that incompetent tcs- 
timonv was aHowcd on the trial, but after the case was closed your respondent, after 
a consideration of the record and a consultation with the Corporation Counsel and 
his assistants who conducted the prosecution, dismissed all the incompetent testimony 
from his mind, based no action of his upon it. and to a large extent found the relator 
guilty in the respects which he did upon the relator's own testimony." A fair com- 
ment upon what mutt thus be regarded as an admission of erroneous rulings made 
upon the trial is, that however honest the Commissioner may have beeh in his effort 
to eradicate from his tnind the impression of influence produced by the testimony 
admitted, and which at the time he deemed material to the issues on trial before him, 
the relator did not get the benefit of the adverse rulings which were made erroneously 
and which excluded testimony tending to prove his innocence of the charges. 

Another comment which we think is justified by this admission as to the manner 
in which the conclusion of the Commissioner was reached is, that there was an evi- 
dent impropriety in the Commissioner taking up the record with the Corporation 
Counsel and his assistants, who, as stated, "conducted the prosecution," and being, 
as would appear, controlled by their view as to what rulings, practically all of which 
were .made at the trial upon their suggestion, were erroneous, and what testimony 
the Commissioner had a right to regard as incompetent. Having Had the aid of the 
Corporation Counsel and his assistants, as was entirely proper, in examining the wit- 
nesses and, if possible, proving the charges, there was evident impropriety in having 
those who had thus been enlisted in establishing the relator's guilt consulted in the 
final rendition of the judgment. In a criminal or civil case, where the liberty of a 
person or his property is involved, or wficrc the judge finally passes upon the facts, 
as here, it would be rei^arded as highly improper for him to surrender his own views 
on the facts and be controlled by those of counsel whose duty it is to prosecute, or 
to whose interest it is to obtain a judgment. This trial, it is true, was not a criminal 
prosecution, nor did it in a strict sense involve a right of property. It, however, did 
involve the right to a position which the relator had obtained as the result of many 
years of service in one of the departments of the City Government. As the result 
of the growth of the Civil Service system he was protected in that position to the 
extent that as long as he honestly and efficiently discharged his duty he was safe 
from removal, and he could only be removed for cause after a trial. The taw has been 
carefui to throw safeguards around the public service so as to prevent the removal 
of anyone in swch service who honestly performs his duty, and for any cause other 
tfian a breach of 4\rty, and to that end requires that before his I'emoval charges shall 
be sfMcificd, upon which the accused is entitled to a trial, and the duty is imposed 
upon those makinK the charges to sustain them by a fair preponderance of evidence. 
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Our conclusion upon the whole record therefore is that, beginning with a dis- 
agreement between the relator and the Commissioner, in which the Court of Appeals 
has sustained ihe position then taken by the former, the Commissioner determined 
upon seeking cause for the relator's dismissal, and openly expressed his determina- 
tion that there should be a speedy trial for this purpose; that charges were preferred 
at the Commissioner's insti^tion, taken from the relator's entire record as Chief of 
the Department and comprising' for the most part stale charges which, if they could 
have been sustained, should not have been permitted to lie dormant for so long a 
time, and for which in many instances the Commissioner was unable at the trial to 
find any foundation; that the evidence presented as to the charges did not prove the 
relator guilty, but on the contrary, with respect to some of those upon which- he was 
found guilty he was entitled to an acquittal, and with respect to the others he was 
prevented from fairly and fully presenting his defense; and that throughout the trial 
the Commissioner, in his rulinRS and by his attitude and conclusions, manifested a 
prejudice and bias which affected his judgment in holding the relator guilty and dis- 
missing him. 

It follows therefore that the writ should be sustained and the proceedings of the 
defendant annulled with costs and the relator reinstated. 

Personnel, Boroughs of Manhattan and The Bronx. 

Headquarters 一 

Commissioner i 

Deputy Commissioner i 

Sccretaary of Department i 

Assistant Secretary of Department i 



Secretary to Commissioner i 

Secretary, Relief Fund i 

Cashier •、 i 

Bookkeeper i 

Qcrks 4 

Stenographers and Typewriters 3 

Weighmaster i 

Storekeeper i 

Engineman i 

Stokers * . . 3 

Watchmen … 2 

Elevator Attendants 2 

Cleaners 3 

Laborer i 

Driver i 
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Bureau Chief of Department 一 
Uniformed Force : 

Chief of Department i 

Deputy Chiefs of Department … 5 

Chiefs of Battalion (including 4 Medical Officers) -.. 27 

Chief of Construction and Repairs to Apparatus i 

Chief Instructor (vacancy) • 

Chaplains 2 

Foremen (Captains) 113 

Assistant Foremen (Lieutenants) 145 

Engineers of Steamer. 167 

Firemen, first grade 808 

Firemen, second grade 119 

Firemen, third grade 1 244 

Firemen, fourth grade 279 

Firemen, probationary 8 

1,883 

Ununiformed Force : * 

Pilots 5 

Marine Engineers 6 

Stokers 25 

36 

Clerical Force ^ 

Clerks • 3 



Draughtsman i 

Stenographer and Typewriter i 

Typewriter-Copyist i 

6 

Bureau of Combustibles ― 

Inspector of Combustibles i 



Stenographer i 

Clerk I 

Oil Surveyors 14 

17 

Bureau of Fire Marshal ― 

Fire Marshal i 

Assistant Fire Marshals 7 

Clerk r 



Stenographer and Typewriter I 

10 



25 



Fire Alarm Telegraph Branch 一 

Chief Operator i 

Electrical Engineer 、 i 

Telegraph Operators ig 

Telephone Operator i 

Batterymcn 4 

Assistant Batteryman 直 

Instrument Makers 2 

Machinist i 

Inspector of Fire Alarm Boxes 2 

Foreman of Cable Splicers i 

Cable Splicers 5 

Foreman i 

Foremen of Linemen 2 

Linemen 14 

Painters 2 

Mason i 

Drivers 2 

Groundmen a 

Stablemen .1 



Borough of Richmond 一 

Telegraph Operators 6 

Linemen 3 

Temporary Linemen I 

Batterymcn , 2 

Temporary Laborers 2 

79 

Repair Shops ― 

Clerks 3 

Bookkeeper i 

Drivers < 5 

Engineman i 

Watchmen 3 

Elevatorman i 

Foremen of Repair Shops a 

Foreman of Machinists i. 

Machinists xi 

Machinists' Helpers . . . ; 4 

Machinists' Apprentice -. 夏 

Mechanics 2 
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Repair '幺 hops — 

Boiler Maker 

Lamp Maker 

Foreman Steam Fitter 

Steam Fitters 

Foremen Blacksmiths 

Blacksmiths 

Blacksmiths' Helpers 

Foreman Wheelwright 

Wheelwrights 

Carpenters 

Foreman Harness Maker 

Harness Maker 

Upholsterer 

Hose Repairers 

Hose Repairers* Helper 

Foreman Painter. 

Painters 

Wagon Painter 

Carriage Painters 

Lettcrer and Painter 

Painter and Striper 

Toolman 

Stoker 

Pipe Fitter's Helper 

Hospital and Training Stables 一 

Drivers 

Stablemen 

Night Watchman 

Superintendent of Buildings ~~ 

Superintendent of Buildings 

Assistant Superintendent of buildings 

Clertc 

Inspectors of Buildings 

Architectural Draughtsmen 

Plumbers 

Cai^enters 

Tinsmiths 

Painters 
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Saperintendent of Buildings ― 

CatUker i 

Drivers 2 

Laborers i 

a8 

Total 2^22 



Recapitulation. 

Headquarters 30 

Bureau Chief of Department, uniformed force 1,919 

Bureau Chief of Department, ununi formed force 36 

Bureau Chief of Department, clerical lorce 6 

Bureau of Combustibles 17 

Bureau of Fire Marshal 10 

Fire Alarm Telegraph Branch 79 

Repair Shops 82 

Hospital and Tfaining Stables 15 

Superintendent of Buildings 26 



Total 2,222 



APPOINTMENTS FOR YEAR 1904. . • 
Uniformed Force. 

Date. Name. Grade. Company. 



Mm. 








Fireman . . . 


• Engine 




Mar. 








Fireman . . . . 


. Engine 




Mar. 








Fireman • , • , 


. Engine 




Mv. 








Fireman . . . . 


• Enfliae 


9 


M 龜 r. 








Firemiui . . . . 


, Engine 




Mar. 




MWom F. Bencsch 




FircniAn … ， 


. Eiifine 




Mar. 








Fireman . . . . 


, Engine 


12 


Mar. 




D»md J. Carlock. Jr 




Fireman. • . • 




ij 


M 篡 r. 








Fireman … • 


, Engine 




Mar. 








Fireman … . 


Engine 


13 


Mar. 








Fireman … • 


Engine 


IS 
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Date. 


Name. 


Grade. 








, ■； 

ComiMiny. 




Mar. 








Fi 


reman. 




Enpne 17 






Mar. 








Fi 


reman • 


. . . 


Engine 17 






Mar. 








Fi 


reman . 




, Engine 18 






Mar. 








Fi 


ireman . 


■ 攀 ' 


Engine 23 






Mar. 








Fi 


reman . 




Engine 26 






Mar. 








Fi 


reman . 




. Engine 31 






Mar. 


> 






Fi 


reman . 


, , , 


Engine 31 






Mar. 








Fi 


reman . 




. Engine 33 






Mar. 








Fi 


reman . 


, , , 


> Engine 73 






Mar. 








F】 


treman . 




. Hook and 


Ladder 


\ 


Mar. 








Fi 


reman . 




, Hook and 


Ladder 


5 


Mar. 








Fi 


Tcman • 




. Hook and 


Ladder 


8 


Mar. 


I 






Fi 


reman . 




. Hook and 


Ladder 


8 


Mar. 








Fi 


reman . 




. Hook and 


Ladder 


9 


Mar. 








Fi 


ireman • 




• Hook and 


Ladder 


II 


Mar. 








Fi 


ireman • 




• Hook and 


Ladder 


ao 


Mar. 








Fi 


ireman . 




. Hook and 


Ladder 


so 


Mar. 








Fi 


ireman • 




. Hook and 


Ladder 




Mar. 


3 






Fi 


[reman . 




Engine 26 






Mar. 


3 






Fi 


reman . 




. Hook and 


Ladder 




Mar. 


3 






F] 


reman • 




. Hook and 


Ladder 


XI 


Mar. 


3 






Fi 


ireman • 


, , , 


. Engine 7 






Mar. 


3 






Fi 


ireman . 




, Engine 13 






Mar. 


3 






Fi 


reman • 




. Hook and 


Ladder 




•Mar. 


4 






Fireman . 




• Engine 9 


-- 




Mar. 


4 






Fi 


reman . 




• Engine 9 


• 




Mar. 


4 






m 


ireman . 


, , , 


. Engine 13 






Mar. 


4 








ireman . 




. Engine 18 






Mar. 


4 






Fi 


reman . 


, , , 


. Engine 20 






Mar. 


9 






Fi 


ireman . 




. Engine 33 






Mar. 


9 






Fi 


reman . 




. Hook and 


Ladder 


8 


Mar. 


12 






Fi 


reman • 




Engine 3 






Mar. 


" 






Fi 


ireman . 




• Engine 7 






Mar. 


12 






Fi 


reman . 




. Engine xi 






Mar. 


12 






Fi 


treman . 




Engine - 13 






Mar. 


12 






Fi 


ireman . 




. Engine 14 






Mar. 


12 






Fi 


ireman . 




. Engine 15 






Mar. 


12 






Fi 


reman. 




. Engine- 20 







29 



Date. 


Name. 


Grade. 




Company. 




、霜 

Mar. 


13 






Fireman … . 


Engine 34 






Mar. 


13 






Fireman. . . . 


Engine 35 






Mar. 


la 






Fireman . . . . 


Engine 27 


• 




Mar. 


12 






Fireman … . 


Engine 27 






Mar. 


la 






Fireman . . . . 


Engine 32 






Mar. 








FirRman. • • . 


Engine 72 






Mar. 


la 






Fireman . . . . 


Hook and' 


Ladder 




Mar. 






f • ^ m 


Fireman . . . . 


Hook and 


Ladder 


3 


Mar. 


la 






Fireman … ， 


Hook and 


Ladder 




Mar. 


12 




曹 f 鲁一 ■ 


Fireman … . 


I look and 


Ladder 


6 


Mar. 


13 






Fireman … . 


Hook and 


Ladder 


6 


、 嫁 

Mar. 


la 




, , . , Ununiforraed 


Fireman • • . 


Hook and 


Ladder 


Ji 


Mar. 


la 






Fireman … ， 


Hook and 


Ladder 


«4 


Mar. 


x8 




Ucunifonned 


Fireman . . . . 


Hook and 


Ladder 


15 


Mar. 


x8 




Uoaniformed 


Fireman … . 


Hook and 


Ladder 


9 


Mar. 


x8 




Ununiformed 


Fireman . • • ' 


Engine 55 






Mar. 


i8 




Ununiformed 


Fireman . . . . 


Engine 30 






Mar. 


28 




V m 攀身 ■ 

Ununiformed 


Fireman … . 


Engine 29 






Mar. 






Unutiiformeri 


Fireman. . . . 


Engine 12 






Mar. 






Ununiformed 


Fireman. . . . 


. Engine 16 






Mar. 






Ununizormed 


Fireman . . . , 


. Engine 29 






Mar. 


22 




T T * 产 • 

Ununiformed 


Fireman . . . 


. Engine 31 






Mar. 


aa 




Ununiformed 


Fireman … ， 


. Engine 32 






Mar. 


22 




Ununiformed 


Fireman • • • , 


, Engine 33 






幾 ^ 

Mar. 


22 




Ununiformed 


Fireman . . . 


. Hook and 


Ladder 


• 


Mar. 


22 




Ununiformed 


Fireman . . . 


• Hook and 


Ladder 




Mar. 


" 






Fireman. . . 


. Engine i 






Mar. 








Fireman . . . 


. Engine 3 






Mar. 








Fireman • . , 


• Engine 13 






Mar. 








Fireman . . ， 


• Engine 15 






Mar. 








Fireman . . . 


. Hook and 


Ladder 




Mar. 








Fireman . . . 


. Hook and 


Ladder 


18 


Mar. 














Mar. 


a6 






Fireman • . • 


• Engine zx 






Mar. 


a6 






Fireman. . . 


. Engine 13 






Apr. 








Fireman . . . 


, Engine 4 






Apr. 








Fireman. . . 


, Engine 5 






Apr. 








Fireman • • . 


. Engine 15 







30 



Date. 


Name. 


Grade. 




Company. 




Apr. 


' 




V V • ^ J 


Fireman … . 


Hook and 


Ladaer 




Apr. 




， ■ , 1 盧 


T T — * _ t 


Fireman ... . 


寶, • 

Engine 27 






Apr. 




• • _ 1 _ 一 • » 




Fireman • • • . 


Engine 17 






Apr. 




«% * *11 * ▼ H fl ■ 


» T , J 


Fireman . . . . 


Hook and 


Ladder 


25 


Apr. 




• . • ▲ 一 rfl • ■ _ «■ ▼ 一 




Fireman • . • , 


Ho(Mc and 


LAdaer 


10 


Apr. 






T T • ^ . . _ . J 


Fiv-eman . . . . 


Engine 55 






Apr. 




■ *J • _ 




FiremM • • • ' 


Hook and 


Ladder 




Apr. 




«^ W T*ft A 




Fireman . • • . 


Hook and 


Ladder 




Apr. 




m m V 竇 T ― ！ 




Fireman • • . • 


Hook and 


Ladder 




Apr. 


8 


M«« % W ― A. _ 耋 




Fireman . . . . 


Hook and 


Ladder 


10 


Apr. 


9 


m T T% 




Fireman . . . . 


Engine 15 






Apr- 


12 


wy % 1 A _ 一 — J 一一 




Fireman • • • ■ 


Hook and 


T ― J J 一一 

Ladder 





Apr. 




m m "% 霧 _ • J ― 




Fireman • • • . 


w 耋 • 

Hook and 


Ladder 


1 1 


Apr. 




% jT Tfcjff 一 — 皿 ， J 




ri reman. • • , 


Engine 7 






Apr. 


'4 


壤 V A V 


fT ― ― • ^ ― _ ^ 1 


Fireman . ... 


Engine 14 






Apr. 


'4 




T ▼ »^ ― _ J 


Fireman … . 


Engine 13 






Apr. 


'4 


•m 1 ， ^ ^ 




Fireman Q. . . 


Engine 19 






Apr. 


14 


V 鲁 、 , 


f T — • ^ f 


Fireman . . . , 


Engine 19 






Apr. 






T T • £ ^ J 


Fireman . . . . 


Engine 27 






Apr. 




w • • 1 _ T — 




Fireman . . ■ 


. bnginc 29 






Apr. 




w> - y\ 1 _ ― 




Fireman • . • 


Engine 29 






Apr. 


14, 


• w 、 ― 




Fireman … . 


, Hook and 


Ladder 




Apr. 




w • f n 一 


T T ； J 


Fireniftn b. . . 


Hook and 


V 靈耋 

Ladder 


8 


Apr. 


" 


* , 霧 » 


T T • * 1 


Fireman • • • . 


Hook and 


Ladder 


9 


Apr. 




^« *t ^va • _ 


T T • * J 


Fireman . . . . 


Hook and 


Ladder 


21 


Apr. 




— m T»_— 


WY ― * * _ 1 


Fireman … . 


Hook and. 


Ladder 




Apr. 




W * M t 


T T ― • t 1 


Fireman. . • . 


Engine 6 






Apr. 


ai 


«7 ■ J ― T ^ _ 




Fireman • … 


Engine 12 






Apr. 


21 


^■•1 1 »»_ % 




Fireman. . . , 


Engine 15 






Apr. 


21 


f _ 森 T ，一 —― 


T T 一 • ^ _ 1 


Ftrrman . . . . 


Engine 18 






Apr. 


ai 






Fireman … . 


Engine 20 






Apr. 








Fireman . . . . 


Engine 30 






Apr. 








Fireman … . 


Engine 26 






Apr. 








Fireman b. . . 


Engine 27 






Apr. 








Fireman . . . . 


Engine 31 






Apr. 








Fireman ... . 


Engine 32 






Apr. 


21 






Fircm 塞 n … . 


Hook and 


Ladder 





a Killed April 27, 1905. 



b Resigned. 



3【 



Date. 




Grade. 






Company. 




Apr. 


21 


Tohn F. Connelly 




JL 11 dll4Ut • 




. Hook and 


Ladder 




Apr. 


21 


Hcnrv P. FiscbcT , 




r II dii 纖" • 




. Hook and 


Udder 


8 


Apr. 


ai 


SteDhen F. Smith 


'一 T 7 ntmifnrtrml 


If flfMhffiriftn 
i 11 will oil • 




• Hook and 


Ladder 


9 


Apr. 


21 


William T. Lawlcr 


, . . . 1 Tntinif ArtnMl 


la*! f^ntfin 




. Hook and 


Ladder 


II 


Apr. 




Ed ward T • Donoh ue 


. . . . TTntinifnrniMl 






• Hook and 


Ladder 




Apr. 




John W. Roth 




pj M»mft ti 

K w 碼 u • 




• Engine 33 






Apr. 




ChiriM A. SMiiRnberflr 


. " - « T T nun i f AntiMl 


*^ 11 cinAii ■ 




• Engine 5 






Apr. 




Dmntcl Eckert 




f 雪 mn 禱 n • 




. Engine 3a 






Apr. 


u 


Daniel 0,C6nnor • • 




Iff 曹 lifc 醫 n 詹 n 




• Hook and 


Ladder 18 


Apr. 




John T. Oakley 




TTj 邐 n 

【 li dUKU • 




Hook M<1 


mm ■ 嘛 

Ladder 


8 


Apr. 


26 


John W. Lang 








• Hook and 


Ladder 


9 


May 


3 


Gcorse A. MtiUimi 








. Enfme 2 






May 


3 


William H. Brooki 




K 量鳳 duin , 




• Engine 2 






May 


3 


Oscar A. Moller 




I7fl MMvt 儀 n 


•、• 


• Engine 9 






May 


3 


Charles Ehrhardt 








. Engine ti 






May 


3 






l^f mmm 籤 n 




. Engine u 






May 


3 


Abraham Levy 




AT A rem 鳳 u • 




. Engine 15 






May 


3 


HemiAn J. Heller 




T?l 建 ft 




. Engltte 18 






May 


3 






Pi r^fWft 




• Engine 20 






May 


3 






1 ^AffM on 

r 囂 i^raisu • 




. Engine 24 






May 


3 


Charlcf Mergel 








• Engine s8 






May 


3 


Adolph FaeCh 




A 11 Cul&II « 




• Engine 31 






May 


3 


Dennis E. Hogmn 




晨 UCIUVIl • 




• Engine 31 






May 


3 






K 11 cmttix • 




. Engine 33 






May 


3 


John T\ Fogarty 




l^t riM 耋 ifl ffi 




• Engine 33 






May 


3 


Richard P. Leahey 








• Engine 65 






May 


3 






if 1 yjnm 養 «i 
X" IlCXXiAll • 




. Hook and 


Ladder 




May 


3 


John A. McCarthy 








• Hook and 


Ladder 


6 


May 


3 


William G. Vaugban 




K ivcniMi • 




• Hook and 


Ladder 


8 


May 


3 


Pat ride J. C. Kerwin 








• Hook and 


Ladder 


8 


May 


3 






r ■fwimn 響 




• Hook and 


Ladder 




May 


3 






Fireman- 




. Hook and 


Ladder 


IS 


May 


3 






Ftreimn • 




• Hook and 


Ladder 


18 


May 


3 






Fireman . 




. Htrok and 


Ladder 


ao 


May 


3 


Gerald P. Casey 




Tireman. 




. Hoofr and 


Lcdder 


ai 


May 


3 






Fireraan • 




• Hook snd 


Ladder 




May 


10 


Cbartes W. Colbrook 




Fireman • 




• Engftie 6 






May 


lO 


Edward A. Maakcll 




Fireman . 




- Engine 9 







32 



«= I— ■ 

Date. Name. Grade. Company. 



May 


10 






Fireman. . 


Engine 








May 


10 






Fireman . . 


Engine 


20 






May 


10 






Fireman … • 


Engine 








June 








Fireman • 


Engine 


18 






June 


ai 






Fireman. • • • 


Engine 


29 






July 








Fireman . • • • 


Engine 


31 






July 








FiremaD • … 


Engine 


15 






July 








Fireman • • . , 


Hook and 


Ladder 




July 








Fireman. • • • 


Engine 33 






July 








Fireman • … 


Engine 


13 






July 








Fireman. ... 


Engine 








July 








Fireman. • • • 


Engine 


7 






July 








Fireman. • • • 


Engine 25 






July 








Fireman . . . . 


Hook and 


Ladder 


6 


JuJy 








Fireman .... 


Engine 


24 






July 








Fireman • … 


Engine 


32 






July 








Fireman <L . • 


Engine 


27 






July 








Fireman . . . . 


Engine 








July 








Fireman. , • • 


Engine 


55 






July 








Fireman .... 


Engine 








Ju】y 








Fireman . . . . 


Engine 


3 






July 








Fireman …議 


Engine 


30 






July 








Fireman … • 


Engine 


12 






July 








Fireman . . . . 


Engine 


^3 






July 








Fireman ... . 


Engine 


20 






July 








Fireman. . . 秦 


Engine 








July 








Fireman. • • • 


Engine 


9 






July 








Fireman . . . . 


Hook and 


Ladder 




July 








Fireman . ... 


Hook and 


Ladder 




July 








Fireman. . • • 


Hook and 


Ladder 




July 








Fireman. . . . 


Hook and 


Ladder 




July 








Fireman. . • . 


Hook and 


Ladder 




July 








Fireman • … 


Hook and 


Ladder Ji 


Joly 








Fireman … • 


Hook and 


Ladder 


*4 


July 








Fireman …醫 


Hook and 


Ladder 




July 








Fireman … • 


Engine 








July 








Fireman. • . . 


Engine 









Reinstated. 



d Fourth grade. Engine 135. 



33 




Date. Name. Grade. Compsay. 



雪 ■ 

July 




y," • ._ V 1~ 赢墨 




Fireman. • • . 


£tfU^ 屋暴恳 C 




, 直 

July 




mm»t« * V ^M^/^ ― 一 




Fireman. . . . 






智 m 




V • 9 




Fireman d, . . 






June 


6 


n ― L _ 一 - 一 % J 








July 




w% 1 1 _ ，― \%T /"M 一 








July 


s6 


▼ — T •! 




Fireman. . . . 




* 


July 




A 矗 * - -— ? .J _ 




Fireman. . • . 






July 


26 


― T n - - 詹 一 




Fireman. . , . 






July 


a6 






Fireman … . 






響 • 

July 


a6 


0W%* 一 '^9 ― ■ 




Fireman. . . ■ 






竇 耋 

July 


26 


V ««r V —處— 




Fireman. • • ■ 


iSf limine 10 




* • 

July 


a6 


V V ^ ■ * _ ^9 - — 




Fireman. , • . 






July 




― T ，• y — ？ 




Fireman. . • . 






Y 癧 

July 




. _ 1_ % , - 




Fireman . . . . 






July 


36 


V 1 ^ --. - 




Fireman . . . . 


Jbuginc 14 




， ■ 

July 




MM* - ■ T • ^ ii 




Fireman … . 


J!«iipnc X 5 




July 


26 


^ • ^ 、！ T— J— 




Fireman … ， 


J!#nginc 1 7 




July 


26 


T* ^ ^ J T 




Fireman . . . . 


biipnc ，4 




July 


30 


J - . _ _ J —一 J __ 




Fireman . . . . 


i7m 04 via An 




w 售 

July 


26 


% a f 


1 


Fireman … . 






July 








Fireman. • . . 






July 


26 


_ _ T V 赛 ， ―— 




Fireman … . 


Cfiipnc 34 




July 


26 


f •« • • T T — _ 




Fireman • • • , 


Engine 54 




July 


26 






Fireman … . 


c#npn€ 55 




July 


ao 


一 一 1 _ _ -- — ▲ 




Fireman 


j!*nginc 05 




July 


30 


H _ • 八 •， 愈 




Fireman. • • • 


AP^inc 7， 




July 


JO 


Hfili • \%f »« 




Fireman … • 


xiooK ma irfSaacr 




July 


MO 






Fireman 


XIOOK 'HDu X^OOCT 




T"f 一 

July 


20 






Fireman . . . . 


xtook unci jLtfSQacr 




July 


j6 






Fireman ... • 


Hook and Ladder 


6 


July 


a6 






Fireman . . . . 


Hook and Ladder 


6 


July 


j6 






Fireman. • • • 


Hook and Ladder 


» 


July 


26 






Fireman. • • . 


Hook and Ladder 


If 


July 


a6 






Fireman. • • . 


Hook and Ladder 


ao 


July 


26 






Fireman 


Hook mnd Ladder 




July 


»7 






Fireman b. • . 


Engine 19 




July 


»7 






Fireman … . 


Engine aj 





Resigned. d Fourth grade, Engine 135. 



3 






*7 


TaIb^a T ^ff*? ― < --- 




Fi 


reman. 


• - • 


Hook and 


Ladder 






AM 


V A # A 1 ■ ^ ^^^K 冨 、 ■ . _A 


y * « m 耋 


Fi 


ireman. 


• • • 


Hook and 


Ladder 


9 


Fuly 




— ―，— ^\ ^ • ^ _ T — 




Fi 


ireinan. 


- ■ • 


Hook and 


Ladder 


9 


} uiy 




ILf a^l* A a1 ，一 


« m * 产 響 


Fi 


ireman • 


• • • 


Hook and 


Ladder 


10 






1 ^ M lb ， . 


T T * ' ■ 


Fi 


reman. 


• • • 


Hook and 


Ladder 


I 意 




AM 


T r> 1 • Ml \ T T\ —— .A. _ - _ 


V W » f _ 


Fi 


ireman . 


• • • 


Hook and 


Ladder 


JO 


r" ， v# 

1 uljr 




T2 赢一 J A 


V ▼ 零产 ■ 


Fi 


reman. 


• • - 


Hook and 


Ladder 


SI 




3o 




V Y 參产 耋 


Fi 


reman. 


• • • 


Hook and 


Ladder 






JO 


\M M 一备: 一 O IP ^ J— ^ 


W « a « ■ 


Fi 


reman. 


• • • 


Engine lo 






「省4 1， 




/^AAMMA C^lt T 一 


V V » 产 ■ 


Fi 


reman. 


• • - 


Engine a/ 








30 




T ▼ * 产 ■ 


Fi 


reman . 


- • ■ 


Engine i 








30 


A TJaiL 一 


V V « ^ ■ 


Fi 


reman. 


• • • 


Engine 3 








， A 


Tflm— 鐘 T r 為美 》 ^森一 T 一 


TT— If _j 


Fi 


reman. 


• • • 


Engine 6 








Am 


T A*M Am T C^^mtm 


T T • m • 


Fi 


treman . 


• . . 


Engine 7 






,uiy 


Am 

30 


Dtt^*:^!* T T 


w w • 产 ■ 


Fi 


ireman. 


• • • 


Engine 11 






Till, 


30 


A 


r T • ^ 簪 


Fi 


reman. 


• • • 


Engine " 








OA 

30 




▼ T • m a 


Fi 


ireman . 


• • • 


Engine 13 








30 




v« ■ m m 


Fi 


rem an. 


• • • 


Engine 18 






f 111 V 






TT— • ■ 


Fi 


reman. 


• • • 


Engine 34 






f 111 V 


30 


tin n A 羞， i M—j-L 纖 Li L 


TT , f • 


Fi 


reman. 


• • • 


Engine 37 








30 


T^aV;r1 P 广 AM J 


T T • ^ 警 


Fi 


reman. 


• • • 


Engine 30 








30 


TaVim T Z^XM-AmA^^ 


T T 攀产 ■ 


Fi 


reman. 


• • - 


Engine 31 








30 


\A/i11iom TT T 


V y m m 看 


Fi 


reman . 


• • • 


Engine 3a 








30 


羞 ^ ■ - - T— 


T ▼ * 产 • 


Fi 


reman. 


, . . 


Engine 33 








30 


mm^^^m 羞 一« | 1 | - 




Fi 


reman. 


• • • 


Engine 65 








30 


* ■ ^V«« flS T 1tf， • 一 一處， 1 




Fi 


reman . 


- • - 


Hook and 


Ladder 


f 




30 






Fi 


ireman. 


• • • 


Hook and 


Ladder 




1 ff« 1 V 


30 






Fi 


reman. 


• - • 


Hook and 


Ladder 






30 






Fi 


[reman • 


• ■ • 


Hook and 


Ladder 


• 




30 


I v% 1 T 一 


T T • ^ 镶 


Fi 


ireman . 




Hook and 


Ladder 




Fuly 


30 


William C. Samet 




Fi 


ireman. 




Hook and 


Ladder 


10 




30 


Thomas P. Costigan 




F】 


1 reman. 




Hook and 


Ladder 


10 




30 






Fi 


ireman. 




Hook and 


Ladder 


，• 




30 






Fi 


reman . 




Hook and 


Ladder 




Jujy 


30 






Fi 


reman. 




Hook and 


Ladder 




fuly 


30 


Daniel J. KiUcer 1 




Fi 


reman . 




En^ne a 






July 


30 


William P. Mulligan 




Fi 


ireman. 




Engine 16 






fuly 


30 






Fi 


reman. 




Engine J9 







35 



Date. 




P 一我 J* 

Grade* 




Company. 




Aug. 








Fireman. • . • 


Hook ana Ladder 


，鲁 


Aug. 


3 






Fireman c, . • 


Jbloolc ana Ladder 




Aug. 




产鲁一 #_ Tx ■■ m f _ 1 ri 1 




r ireman . . . . 


Engine 7 




Aug. 








Fireman • . • • 


xlook ana Ladder 




Aug. 








Fireman ■ » 鲁義 


xlooK and LiSdaer 




Aug. 


10 


XT A A M U 13* 纖 •mI* A— 




Fireman . . • • 


Engine 1 6 




Aug. 


II 


Til 八 A IT 愈 n 羞 w 




Fireman 秦 ♦ ♦ • 


Hook ana Ladder 


- 耋 

lo 


Aug. 30 


D IT 




Fireman • • • . 


Engine 20 




Sept. 






1 1 鍾 • 謹 MA AAA ^3 


Fireman • • • • 


Engine 20 




S«pt. 


10 


T aa»im»j4 117 IMmIm 




Fireman . . • . 


Hook ana Ladder 


， 


Sept. 


10 


Tm1%« XX«ft 窗， m» 




Fireman • • 


Engine 14 




Sept. 


10 




1 Tan a ■ M% a f 


1* ircniAn 口 . • . 


ILnginc 1 




Sept. 14 






Fireman … • 


Engine 27 




Sept. 


曹 M 

14 


TJ^— » •■• T TT 1 - 




Fireman 攀… 


Hook ana Leader 


1。 


Sept. 


M 






Fireman … • 


Engine 54 




A. 

Sept. 


14 


1? J— 霧義一 J ^5 ^ 




Fireman. . . . 


Hook and LAaaer 


11 


Oct. 








Fireman … • 


xiooK and Ladder 


o 



Oct 


6 






Fireman . . . . 


Engine 24 




Not. 


10 


\»r_t A— \ /羞一 —A— • 




TT^^I. 一一 J T • J J 赢一 

Hook and Ladder 


]J 


Nov. 


16 






Fireman … • 


Engine 5 




Dec. 


13 






Fireman b, . . 


Engine 夏 




Oec. 


13 


J— J T 1Da» —，一 A 




Fireman … . 


Engine 9 




Dec. 


13 


■tiriiij—— ^ »/r_ 赢 一" • 




Fireman. . . • 


jsngmc X a 




Dec. 


13 




, Ununiformed 


Fireman … • 


Engine »7 




D€C. 


13 




Ununiformed 


Fireman … • 


Engine 28 




Dec. 


13 




Ununiformed 


Fireman . . . . 


Hook and Ladder 


!• 


Dec. 


M 






Fireman . . . . 


Engine 16 




Dec. 


M 




Ununiformed 


Fireman ... • 


Engine 15 




Jan. 






Lineman, F. A. T. Branch, 


$1,000 per 象 imum. 




Jan 




Michael Walsh 


Groundman F. A. T Branch changed to $91， 

per annum 


Jan. 


14 


Tttvn 鼻疆 


Ununiformed Stoker, Engine 57, $3.50 per diem. 


Feb. 


la 






$1,000 per annum. 




Mar. 


*2 




..... Telegraph Operator F. A. T. Branch, 韋 I'aoo p 
annum. 


m 


Mar. 


25 






annum. 




May 

June 


II 




Stoker 




Engine 51 
Engine 66 




28 



















h Resigned. 、• ^ Reinsured. 
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Date. 



Name. 



Grade. 



Company. 



12 



July I 
July I 

July 22 
Aug. 
Sept. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct. 
Oct- 
Oct. 
Nov. 
Nov. 
Nov. 
Nov. 
Dec. I 
Dec. 13 



20 
20 
20 
20 

30 

21 
21 
31 



John W. Fredericks.. 

John Murphy 

John H. Collins 

August Serge, Jr 

William C. Bennett... 
Francis F. Quinn. . . . 
Michael J. Enright. . . 

Bernard Hart 

Thomas Fitzgerald • • 

Patrick Barnes 

James T. Burke 

Thomas C. Odom . . . . 

John Kelleher 

John E. Keenan 

Daniel Mullen 

Alfred F. Sharrot. . • 
Martin J. Moroncy. . . 
William Ellenbeck, Ji 



Stoker Engine 57 

Stoker Engine 77 

Telegraph Operator, Borough of Richmond. 
Lineman, Borough of Richmond. 

Stoker Engine 66 

Stoker Engine 77 

Cable Splicer, F. A. T. Branch. 

Stoker Engine 77 

Stoker Engine 66 

Stoker Engine 57 

Stoker Engine 51 

Automobile Engineman. 

Stoker Engine 77 

Temporary Lineman, Borough of Richmond. 
Temporary Laborer. 
Temporary Laborer. 
Foreman Lineman. 
Automobile Engineman. 



From Police Department. 



Resignations in the Uniformed Force During the Year 1904. 



Date. 



Name. 



Grade. 



Company. 



Feb. 10 

Feb. 15 

Apr. 5 
Apr. " 

May 10 

May xo 

May 10 

May 12 

May 10 

May :2 

June 15 

July 29 

JuTy 29 



Joseph F. Jeckel Fireman fourth grade Hook and 

Joseph W. Hoffman Fireman fourth grade Hook and 

John Morris Probationary Fireman Engine 27 

James J. Ferguson Probationary Fireman Engine 27 

Walter J. Burke Fireman fourth grade Hook and 

Patrick J. Hunt Fireman fourth grade Hook and 

Jeremiah P. O'Connor Probationary Fireman Hook and 

John F. Rotchford Fireman fourth grade Engine 29 

Joseph P. Dwyer Fireman fourth grade Engine 31 

Patrick Cunningham Fireman fourth grade Hook and 

Win. D. McGinncss Fireman fourth grade Hook and 

James McAuliife Fireman fourth grade Engine ao 

Benjamin J. Tighe Fireman fourth grade Hook and 



Ladder 3 
Ladder J4 



Ladder ai 
Ladder 5 
Ladder 8 



Ladder 24 
Ladder 4 

Ladder 6 
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Date. 



Name. 



Grade. 



Company. 



- —- ' ，'― 



July 


fp 




July 


29 




July 


29 




Juiy 


29 


George Mattes , ••• … 


Aug. 


■6 




Sept. 


20 




Sept. 


2C 




Ooti 






Oct. 


13 





Fireman fourth grade Hook and Ladder 8 

Fireman fourth grade. .............. Hook and Ladder 10 

Fireman fourth grade. Hook and Ladder la 

Probationary Fireman.. ., Hook and Ladder 21 

Probationary Fireman Hook and Ladder 20 

l*ro1>ationary Fireman Engine 16 * 

Probationary Fireman. ； • * Engine 14 

Fireman fourth grade ' Hook and Ladder € 

F'ireman fourth gtiAt Engine 8 ' 



Fire Department, City of New York, 
Office of Mcdicaf Officers, Nos. 157 and 1^9 East 67th Street, ' 

New York, January i, 1905. 

Hon. NICHOLAS J. HAYES, Fire Commissioner : 

Dear Sir ~~ I have the honor to report for the Board of Medical Officers for the 
f)orougbs of Manhattan and. The Bronx for the year ending December 31, 1904: 



Number of cases of illness 793 

Number of oases of injury T 447 

Total ■ : • 1,240 

Time lost by illness, days 8^12 

Time 】ost by injury, days....- 5,533 

Total days ,......；., :••..,?•,.•，"、. 13,845 

Examined for Probationary^ Foremen , . . . . •":..,••,,，，，•• 430 

Exaihined for fourth grade Firemen 424 

Examined for retirement . ., • • • • • , 12 



Very respectfully submitted, 

E. BENJAMIN RAMSDELL, M. D., Medical Officer. 



38 



Retired from the Uniformed Force After Twenty Years' Service, 1904. 



Name. 



Rank or Grade. 



Company. 



Appointment. Retired. 



Edward Roe Fireman first grade Engine 38. 

Thomas Coffey, No. z . . . Fireman first grade Engine 37. 



Sept I， 187a Jan. 



Thomas F. Frcel Chief of Battalion Thirteenth B 

talion 



Dec. I, 1883 



Isaac Fisher Foreman Encioe 63 

Alex. D. Aiken Foreman Engine 4 

John J. Lutz Fireman first grade Engine 61 

John F. Diotsch Engineer Engine 45 

Ijndaay Williamson Assistant Foreman Engine 70 

Daniel W. Callaghan .... Foreman Engine 41 

Simon G. Murray Fireman first grade Engine 52 

Peter H. Vfard Fireman first grade Engine 74. 

Luke Clayton Engineer of Steamer. . . . Engine 33 May 20, 1884 

John Ward Foreman Engine 50 

Alonzo Boese Fireman first grade Engine 59 

Anthony Stevenson Fireman first grade Engine 62 



Patrick J. McMahon* . . . Fireman first grade Hook and Ladder 

16 



John J. Price •Fireman first grade Engine 17. 

John A. Marx Fireman first grade Engine 47. 

John^ H. Wandres Fireman first grade Engine 74. 

Samuel £. Phelan EnginMr of Steamer. . . . Engine 18. 

Henry F. Mackey Assistant Foreman Engine 61. 



May I, 1884 
Dec. 16, 1882 



Henry Kratch Fireman first grade Hook and Ladder 

17 



Edward J. Carney Fireman first grade Engine 60. 



Tfromas McCabe • Engineer of Steamer. . • • 

Michael Donovan Engineer of Steamer. . . • 



Engine i.. 
Engine 52, 



Itobert H. Lerins Fireman fint grade Hook and Ladder 

19 



James Pease Fireman first 



Hook and Ladder 
17 



Aug. 


18. 


1884 


Apr. 




1884 


Oct. 


>5. 


1872 


Apr. 


21, 


1883 


Sept. 


9. 


1874 


Sept. 


x8, 


T865 


Aug. 


ai. 


1884 


Feb. 


26, 


1880 


May 


20, 


1884 



J«n. I. 
Feb. aj, 



Apr, IS, 
Apr. 15, 
Apr. xs, 
May X, 
May 15, 
June X, 
June 16, 

Jttly I. 
July I, 
July 5, 



Sept. X, 
Sept I, 
Sept. I, 
Sept. 20, 
Sept. 20, 



1904 
1904 

"904 
1904 
1904 
1904' 
1904 
1904 
1904 
直 904 
1904 
1904 
1904 
1904 
I904 

I904 
I904 

1904 

1904 
I904 

I904 



Oct. 8, 1904 

Oct. 13, 1904 

Nov. X, 1904 

Nov. tip 1904 



Physical disability. 
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Deaths in the 



Name. Grade. 



Mark Kelly, No. a Engineer of Steamer. , 

George £. Babcock Fireman first grade. . . , 

Thomas F. Fannan Fireman first grade 

John J. Crean •' Probationary Fireman . 

Thomas F. Madigan Fireman fourth grade. 

Hugh F. Arffligoui Fircxntui fourth grade. 

John J. Abberton Fireman first grade 

Louis L. Siegman Foreman 

James W. Gerdes Fireman fourth grade. 

Michael J. Fitzgerald Foreman 

Michael Salmon Fireman first grade. . . . 

William J. Gleason Fireman first grade. . . . 

James W. Harrington Engineer of Steamer. . . 
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Uniformed Force, 1904. 



Date of Date of 

Company. .Appointment Death. Cause. 



Engine i^.T. Apr. 15, 1898 

Engine 41 Jtme 7, tSS6 

Engine 51 Feb. r, 1S76 

Engina 19. «••••••、》•• - Apr', is, 1904 

Engine s9"-""〜""、 Oct* mi, 1903 

Engine ]^« Oct 1903 

Engine, 49"." Apr. a, 188^ 

Engine ":..、"、、'""" ： Feb.- 8, iZyt 

Eiigine - 3" "…、 、、•、•、••' …"- Apr. ",1904 

Engine la. . Feb.'' 1894 

Engtae 7a -Sept. 7, 1874 

Engine 58 Dec 14, i88a 

Engine 3 July 8， 1896 



Feb. 25, 1904 Pneumonia. 

Mar. iJ, 1904 Cirrhosis of liver. 

Apr. a,* 1904^ . . .', •-. Pneumonia. " ' 

Apr. a 7, 1904. miled in discharge of 

his duty at fire. 

Apr. Z904. ； Killed in discharge of 

hia duty at fire. 

Apr. 27, 1904 Rilled in discharge of 

his duty at fire. 

Apr. 37, 1904 • ' Cirrhosia of liver. 

May 39， 1904 ' Cartrancle. 

June I， 1904 ' Tractured skull. ' 

Sept. 5, 1904'. ....... "Typhoid fever. 

Oct. 1^4； " • , • • He*rr disease. 

Nov. M， 2904 Bright '灘 dheaae. 

Dec. 14, 1904 Tuberculosis. 



鼸 
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Dismissed or Dropped from the Rolls in the Uniformed Force, 1904. 



Date. 


Name. 


Grade. 


Company. 


Remarks. 


Mar. 20 






Hook and Ladder 8. . 


DkimtaBed. 


Mar. 2$ 










Apr. 2 






Hook and Ladder $6. 


Dropped. 


May 12 






Hook and Ladder a. . 


Dropped* 


Aug. 30 








Dropped. 


Sept. 14 








Disaisied. 


Oct. 31 






Hook and Ladder as. 


Dismined. 
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Dismissed or Dropped from the Rolls in the Ununiformed Focoe, 1904. 



Date. Name. Grade. Companjr. Remarla. 



m9w. 




Oct. 






ao 


Mar. 


so 


Mar. 


30 


Dec. 




Dec. 




Dec. 


6 


Dec. 


31 



John J. Moloney Firenan fourth grade. 

Harry O' Toole Stoker 攀 

John H. Collins ， • Telegraph Opermtor ... . 

Nathan H. FucIm • ■ Tdegraph Operator... . 

George W. Corwin Telegraph Operator... . 

Daniel Mullen Temporary Laborer... . 

Alfred F. Sharrott Temporary Laborer... . 

Thomas L. Odom Automobile Engineman 

John W. Keenan Temporary Lineman . . ♦ 



Engine as Dnariswd. 

Eofine 66 Dropped. 

Richmond Dropped. 

Rkfamond Dropped. 

Richmond Dropped. 

Richmond Dropped. 

Richmond Dropped. 

Manhattan Dropped. 

Richmond Dropped. 
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Deaths Among Those Relieved 



Date of 

Name. Grade. Company. Appointment* 



Arthur J. Lott Fireman first grade 

John Foley Fireman first grade 

Lawrence McKenna … • Fireman first grade 

Joseph O'Grady Foreman … , 

Thomaa Kelly, No. x. . . . Assistant Foreman 

Jvbti' WeAh CWef of Battalion •• 

James A. McGinn Fireman first grade 

Thomas • Relyem Fireman first grsde 

Peter Funk Fireman first grade 

Patrick Donohqe ••"•，• Foreman •，•，，，•，• 
Edward F. Quinn Fireman first grade 



Hook and Ladder x6 Aug. i, 1894 

Engine 49 Apr. 10, z88* 

Engine 38 Feb. 13, x88» 

Engine 52 Nov. 34, 1877 

Engine 51 June 25, i86f 

Eighth Battalion Oct. i8<S5 

Engine 36 •• Oct. 10, 187， 

Engine 6a /. . . . May 7, i8So~ 

Engine 2 Oct. 30, i8《s> 

Engine 63. Sept. 27, i86s 

Engine 43 Oct. a, 186$ 



Retired from All Service 



Name. Rank or Grade. 



William A. Taylor Fireman first grade. 

Thomas F. Donovan Fireman first grade. 

Patrick J. McMahon Fireman first grade. 

John H. Cowan • Fireman third grade 

Patrick J. Brennan Assistant foreman . 
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from All Service, 1904. 



When Retired. Cause. Date of Death. Cause. 



July 1. 






Jan. 


13, 




. . . Tuberculosis. 


May 17, 






and Hernia. • . 


Jan. 


21, 




. . . Blight's Disease. 


Sept 17, 








Mar. 


3. 




• . • Consttinption. 


June is， 








Mar. 






• • • Apoplexy. 


Nov. xo, 








Mar. 








July I. 








Apr. 








Sept. I, 


1891 






May 






• • • Pneumonia. 


Feb. I, 








June 


25. 


I904 


• . . Eczema. 


Mar. 10, 








Sept. 


30, 




. . . Bright's Disease. 


Mar. IS, 








Oct. 


9, 


1904 


• . • Cancer. 


Jan. I， 


1898 






Nov. 


22, 




. . . Pneumonia. 



for Disability, 1904. 



Date of When 

Company. Appointment. Retired. Cause. 



Engine 64 Feb. xo, 1890 

Hook and Ladder 6 Feb. x, 1896 

Hook and Ladder 16 May i, 1884 

Hook and Ladder 15 Sept 15, 190a 

Engine 54 Sept. 4, 1885 



Apr. IS, 1904 Incurable ulcers of feet 

Aug. I, 1904 Framatic insanity. 

Aug. I, 1904 Catalepsy. 

Aug. I, 1 90 磚 Tuberculosis. 

Dec. aa, 1904 Defective Tision. 
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Company Organization, Kind and Number of Apparatus, Number of Alaimt 
Responded to and Number of Fires at Which Duty Was Performed. 



Engine 




Engine 




Engine 


3 


Engine 




Engine 




Engine 


6 


Engine 


7 


Engine 


8 


Engine 


9 


Engine 


10 


Engine 


II 


Engine 


12 


Engine 


13 


Engine 


14 


Engine 


IS 


Engine 


z6 


Engine 


17 


Engine 


i8 


Engine 


19 


Engine 


20 


Engine 


21 


Engine 


22 


Engine 


23 


Engine 




Engine 


as 


Engine 


36 


Engine 


a7 


Engine 


28 


Engine 


29 


Engine 


30 


Engine 


31 


Engine 


32 


Engine 


33 


Engine 


34 


Engine 


35 


Engine 


36 


Engine 


37 



323 


83 


15 




"4 


8x 


IS 




267 


53 


16 




164 


39 


16 




4" 


90 


«7 




X87 


76 


16 




267 


79 


IS 




a68 


69 


" 




591 


178 


18 




ZOI 


33 


17 




709 


158 


17 




373 


xxo 


36 




306 


100 


a6 




3«5 


93 


19 




744 


143 


19 






8a 


26 




1,101 


260 


x8 






8j 


26 




a6i 


59 


17 


Hoae 
M b< 








471 


83 


ax 


Search 


aSs 


74 


z8 




439 


7S 


18 




351 


83 


18 




399 


103 






628 


89 


" 




380 


86 


as 




199 


94 


«7 




353 


X08 


16 




177 


70 


x6 




33 X 


104 


IS 




383 


X07 


33 




ao9 


61 


17 




378 


"7 


SO 




329 


61 


15 




633 


89 


15 




4" 


6« 


17 






57 


»S 





Company. 



】 



•XUBdcxo〕 



.01 papuods 

、 •9PICJ' Japls,! 



^ .SPSJ. 

gj •SPSJt 



OH . JnoJ 
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Engine 


38.. 


Engine 




Engine 




Engine 




Engine 




Engine 




Engine 




Engine 


磚 s.. 


Engine 


46.. 


Engine 




Engine 


48.. 



Engine 49, 



Engine 65. 
Engine 66. 









94 


3X 


U 








•• 35 z 


66 


z8 








• • "3 


65 


16 








•• 173 




15 








•• 93 




14 












z6 








•• 358 


74 


16 








• • 45 


18 


15 








73 


30 


15 








• • 230 


39 


17 








34 


JO 


Z4 



Ch 



6 



Eng^e 



3 



284 
J48 



SO 
«4 



17 



Engine 50 








I •• 83 


»5 


17 


Engine 51 








• • • ■ ao7 


6 


19 


Engine 5a 








I 17 


8 


14 


Engine 53 








• • • • 477 


140 


17 


Engine 54 








• • • • 377, 


79 


16 


Engine 55 








• • 496 


134 


17 


Engine 56 








186 


.51 


IS 


Engine 57 








. ♦ .. 326 


30 


flj 


Engine 58 








• • 598 


105 


16 


Engine 59 








• • 197 


64 


15 


Engine 60 








•• •• 195 


60 




Engine 6x 








.. ai 


la 


" 


Engine 6a 








I •• jj 


13 


XS 


Engine 63 








•• •• 13 




9 


Engine 64 








•• •• 14 




8 



17 

JO 



Combination Com- 
pany, orgmnized 

1904. 



Combination 
pany. 



Combination 



In use at Ward'i 
and Randall'i 
Islands: ilao 8 

wheel jumpen: 
also a old hand 



engines. 
Combination 



pany. 
Firc-boat " Zophar 

Mills." 
Combination Com* 

pany. 
Hose wagon as boat 

tender. 



Fire - boat 
Yorker." 



Combination chemi- 
cal engine and 
hose wagon. 

Combination Conn* 

COTabTnation cheml* 
cal engine and 
hose wagon. 

Combination chemi- 
cal engine and 
hoK wagon. 



Fire-boat " William 
£. Strong." 



Conpany 



Remarks. 



"V ^^pp P9BJO} 



.£ pvpuods 

f .avsH .cppn 



I 



•USPS J- 



OH u> . .so-i 
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Engine 67 
Engine 68 
Engine 69 
Engine 70 

Engine 71 
Engine 72 
Engine 73 
Engine 74 
Engine 75 



Engine 76 
Engine 77 
Engine 78 
Engine 79 
Hook and Ladder i.. 
Hook and Ladder a. . 
Hook and Ladder 3. . 
Hook and Ladder 4. . 
Hook and Ladder 5.. 
Hook and Ladder 6. . 
Hook and Ladder 7. . 
Hook and Ladder 8.. 
Hook and Ladder 9. . 
Hook and Ladder 10.. 
Hook and Ladder 11.. 
Hook and Ladder 
Hook and Ladder 13.. 
Hook and Ladder 14.. 
Hook and Ladder 15.. 
Hook and Ladder 16.. 
Hook and Ladder 17.. 
Hook and Ladder t8.. 
Hook and Ladder 19.. 









，"T 




T 隱 








H I C 




18 








• • 暴 1 




I 流 






• 


8 




篁 9 


X 


I " 


秦秦 


93 


ai 


»4 


X 


I " 




260 


71 


16 


X 


I .. 


" • • 


• • 85 




IS 


1 


I .. 


霸. . . 


ai3 


35 


15 


X 


I -. 


.. 1 


28 


6 


x6 








'44 


羞 M 


*4 








294 


着 一 

IS 


直 7 












20 








• • 9 




9 










378 


17 












*9 








I 445 




2 直 








- • S>7 




19 








413 


220 


as 








•• 759 




17 








•• 317 


X98 


20 








"3 


189 


18 








656 


355 


at 








380 


160 


x8 








•• 644 


a8o 


17 








•• 374 


191 


19 








• • 46X 




17 








• • S87 


334 


16 








141 


90 


16 








• • 38a 


184 


16 








157 


«34 


" 








1,130 


514 










107 


7« 


15 



Con- 



lombu] 
pany. 
lombtfl 
cal 

hose w 




and 



n. 



n Corn- 
organized 



April. X904. 



Hewitt" 

ire-boat " George 
B. McClellan." 



15 Chemical engine. 



Company. 



id SUE JO wqig 



■0} pvpaods 

.SP8.1, 

OH PSIAI • jnoj 



49 



Hook and Ladder 20 




•• 573 


301 






Hook and Ladder 21 




•• 463 


2ig 


26 




Hook and Ladder 22 . . . 




. . 365 


138 


26 




Hook and Ladder 23... . i 




•• 17s 


III 


16 


Chemical engine. 


Hook and Ladder 24., .. i , . 




I 387 


181 


U 


Searchlight Engine 










No. 2. 


Hook and Ladder 2$ 




301 


XS8 


13 




Hook and Ladder a6.. . . . . 




1 359 


189 


22 




Hook and Ladder 37.. .. • • 




48 


»9 










S6 


31 






Searchlight a.,. , , . 




33 


14 






Water Tower i 




4，4 


j6 






Water Tower a 




380 


18 






Water Tower 3 




• • J67 


II 






Water Tower 4 




■• 57 









Exclttshre of x Chief of Department, 5 Deputy Chiefs of Department, 23 Chiefs of Battalion, 4 
Medical Officers with rank of Chief of Battalion, a CbapUins, i Chief of G>iittn>ction 一 Uniformed 
Force. 

Number and Character of Alarms and Manner of Receipt. • 



Alarat. 



From 
Department 
Street Alarm 
Boxes. 



-Manner of Receipt.— 

Special 
Department 
Telegraph Verbally. 

Signals. 



Automatic 
Telegraph. 



Total. 







17 


a, I So 


59 


7 S49 








X3 


8 


136 






8 


77 


164 


•05 








a,J70 


«3» 


8,480 



Alarms were communicated by attaches of this Department 102 

Alarms were communicated by attaches of Police Department 325 

Alarms were communicated by district key-holders 78 

Alarms were communicated by citizen key-holders 7^ 

Alarms were communicated by all other means 7-897 



Company. 



RemarluL 



.KartaBOU 

,J£ s.£ I。 JvqlnnlA 



•OY pvpuods 



•USOJ, Hs^ 



1>S SIQOH |o JdqtenM 



^ .sptcJL 

.gpdqisAJ. JO Ji2 



•sufMUW 



Total 



8480 



50 



Statistics 



January. FcbruAty. March. ApriL May. 



In Building! - ~ 

Confined to point of itarting. . . . 670 

Confined to building 55 

Extended to other buildings. . . . 11 

la Teasels 3 

In pUceB other than buildinffs and 

vessels 40 

Total 779 



Extinguished without engine stream. 466 

Exdnguuhed 賣 ith one engine stream J31 
Eztinp^ished with two or three en- 

gine streams 57 

Extinfl^uished with more than three 

engine streams a$ 



•oa 489 467 

5* 39 39 a6 

36 51 91 S8 



710 6a I 630 56a 

4*5 3 52 367 3S3 

aoo 214 2M0 167 

66 38 36 33 

19 17 17 9 



ToUl 779 

Extent of Damage to Buildings and 
Vessels 

Built Mainly of Brick. 



Stone or Iron: 

Slight 53 

Considerable " 

Destroyed i 

B«ilt Mainly of Wood: 

Slight 10 

Considerable 4 

Destroyed 

Total 89 

Between 6 a. m. and 6 p. m 423 

Between 6 p. m. and 6 a. m 356 



Total each month 779 



710 6a I 630 562 



5* 34 30 a6 

14 9 " 4 

14 4 a 4 

S a 3 a 



88 51 52 38 

374 306 395 «73 

33< 3XS 305 «89 



7x0 6a I 630 s6» 



Water Consumption ~~ 81,191,799 gallons, of which 23,721,059 gallons were river 
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of Fires. 



June. July. August* September. October. November. December. . Year. 



4S0 
29 



45 



559 
18 
6 
a 
71 



18 
6 



442 

18 

3 
63 



460 

31 
8 

2 

64 



554 
6 

107 



663 
40 



SS 



400 

81 
31 
733 



53 « 



656 



3« 
166 

16 



40s 
304 

37 

10 



499 



6 



530 



350 
147 
29 



565 



186 

SI 
xo 



375 
56 

J2 



371 
70 



''549 
4.4^5 

531 
150 



53» 



656 



499 



530 



565 



697 



769 



,549 



6 
10 



a6 



18 
8 



，S 
10 



37 
6 



40 
9 



9 



40s 
119 



9 



6 



70 



28 



43 



31 



40 



5S 



58 



77 



6$o 



250 
281 



324 
332 



253 
346 



U7 
2S3 



3" 
340 



396 

301 



436 
333 



3.617 



.53 » 



656 



499 



530 



565 



697 



769 



*S49 



water. 
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Contracts Executed by the Fire Commissioner for the Boroughs of Manhattan, The 

Bronx and Richmond During 1904. 

BOROUGHS OF MANHATTAN AND THE BRONX. 

New Buildings and Alterations ~ 

New building for Engine Company 7 and Hook and Ladder Company 



I, Duane street, west of Broadway, Manhattan $81,825 00 

New building for an engine company, One Hundred and Thirty-eighth 

street, west of Cypress avenue, The Bronx 41,698 00 

Alterations to quarters of Engine Company 53 5， 196 00 

Alterations to quarters of Engine Company 58 3，946 00 

Alterations to quarters of Engine Company 40 3,523 00 

Alterations to school house on Albany road to fit it for an engine house 4,996 00 

Alterations to quarters of Engine Company 50 26,981 00 

Alterations to quarters of Engine Company 44 20,596 00 

Alterations to quarters of- Engine Company 70 1,319 00 

Alterafions to quarters of Engine Company 52 i,545 00 

Alterations to quarters of Hook and Ladder Company 21 3,999 00 

Altcfrations to quarters of Hook and Ladder Company 20 16,679 00 

New Apparatus, etc. 一 ' 

1 automobile carriage 4'ooo 00 

2 first-size steam fire engines ， 11,950 .00 

2 second-size steam fire engines , 11,350 00 

I third-size steam fire engine 5,375 00 

I fourth-size steam fire engine 5»050 00 

5 hose wagons • 3.750 00 

6 top buggies 、• 1,914 00 

3 wagons for Repair Shops 594 5o 

Ladders for apparatus 3»358 I5 

Axles and wheels for apparatus 5,649 63 

New Hose 

25,000 feet of 2^-inch rubber 20,781 25 

15,000 feet of 2}/^ -inch cotton 15,000 00 

4,000 feet of 3^-inch rubber 5,880 00 

Horses ~ 

no animals 34,020 00 

Fire-boats ^ 

Repairs to " William L. Strong " 3,443 00 

Repairs to "The New Yorker " 8,437 00 

Supplies for I1919 00 
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Fire Alarm Telegraph 

Extending and improving the system 23,987 60 

30 fire alarm boxes and doors 3,300 00 

Supplies for 12,597 86 

Forage 62,058 25 

Fuel 一 

Coal for apparatus houses 47,945 50 

Coal for fire-boats 12,510 00 

Cannel -coal 3,120 00 

Kindling wood 1,575 00 

Lumber 一 

Fcr Repair Shops 2,289 35 

For repairs, etc" to buildings 2,311 la 

Miscellaneous ~ 

Telephone service 2,332 00 

Harness, leather, etc 1,752 00 

General supplies 10,01 1 99 

Repair Shops supplies 1,539 90 

BOROUGH OF RICHMOND. 

36 fire alarm signal boxes 1,890 00 

Supplies for Fire Alarm Telegraph 2,395 34 



MERITORIOUS ACTS DURING THE YEAR 1904. 

BOROUGHS OF MANHATTAN AND THE BRONX. 

The name of Fireman third grade Florence O'Donohue, Engine Company 
was ordered placed on the Roll of Merit, Class E, for coolness and presence of mind 
shown by him on January 2, 1904， during the panic at the Thalia Theatre, Nos. 46 
and 48 Bowery, New York City. 

The names of Fireman first grade John J. Buckley, Engine Company 31, and 
Fireman third grade Anthony J. Poggi, Engine Company 55, were ordered placed on 
the Roll of Merit, Class D， for meritorious action at fire at No. 214 Canal street, 
January 8, 1904. Fireman Buckley upon arrival at the fire immediately ascended to 
third floor by means stairway, and, reaching the rooms, found Mrs. D. Pina in a 
rear room in a very weak condition, and, with the assistance of Fireman Poggi, car- 
ried her to the street by stairway. At the time of the rescue the fire communicated 
from first to second floors, directly under rooms where the woman was found, and the 
rooms and halls were heavily charged with smoke. 
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The names of Foreman William R. Corcoran, Hook and Ladder Company 夏 8; 
Fireman second grade Michael Callaghan, Fireman third grade Philip Hublitz, Fire- 
man fourth grade Michael J. Stevens, Fireman fourth grade Frederick Ruff and 
Fireman fourth s^rade John K. Ormond were ordered placed on the Roll of Merit, 
Class D, for meritorious conduct at fire at No 37 Broome street, Station 197, January 
28, 1904. Upon the arrival of the Fire Department the fire had entire possession of 
three rooms on the first floor and had burned through the doors and windows leading 
into the main hallway. Hook and Ladder 18 upon their arrival raised a 35-foot ladder 
to the third floor and searched same, and found several children affected by smoke 
and heat and brought them down the ladder. Foreman William R. Corcoran and 
Fireman John K. Ormond then ascended by ladder and fire-escape to fifth floor and 
found a child lying on a table unconscious from heat and smoke. She was taken 
down rear fire-escape to fourth floor, then through fourth floor to front of building, 
and down fire-escape to third floor and by 35-foot ladder to the street. 

The name of Fireman first grade Thomas J. Dunn, Engine Company 28， was 
ordered placed on the Roll of Merit, Class B, for meritorious action at fire at No. 
352 East Twentieth street, January 31, 1904. Fireman Dunn was returning to quarters 
from supper when he learned of the fire. He broke open the door and found the 
place heavily charged with heat and smoke; groped his way to rear and found Miss 
Bachman unconscious on a sofa and carried her to the street. 

The names of Fireman first grade John W. O'Brien, Hook and Ladder Company 
13, and Fireman first grade Louis Semansky, Hook and Ladder Company 13, were 
ordered to be placed on the Roll of Merit, Class D, for meritorious action at fire at 
No 519 East Eighty-seventh street, Station 669， on February 9， 1904. At this fire Mr. 
Leonard Erb, aged 80 years, occupying the basement, was overcome by heat and 
smoke. Fireman first grade John W. OBricn, assisted by Fireman Louis Semansky, 
effected his rescue by climbing a fence leading to a small court and reached side 
windows of the basement, which he entered, and found Mr. Erb lying on the floor; 
carrying him to the street, he was assisted by Fireman Semansky in placing him in 
an adjoining building. 

The name of Fireman third grade Adam J. Mctzlcr, Hook and Ladder Company 
21, was ordered placed on the Roll of Merit, Class A, for meritorious action at fire 
at No. 3SS West Thirty-seventh street, February 19, 1904. Fireman Metzlcr, who had 
run ahead of apparatus, upon reaching the fire was informed that there was a womtn 
burning to death in the apartments on fire in the cellar of said building. He immedi- 
ately proceeded to the cellar by stairway in front of the building, and made a dash 
through the hallway into door of apartment, where he found* a woman all ablaze on 
the floor and carried her out to the area way. In making the dash of about 15 feet 
through flame and smoke Fireman Metzler had the hair on his face and head slightly 
burned. 
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The name of Fireman second grade Michael Nugent, Engine' Company 14, was 
ordered placed on the Roll of Merit, Class B, for meritorious conduct displayed by 
him at the fire at No. 22334 East Twenty-third street, March 5， 1904. While proceeding 
to supper through East Twenty-third street he discovered premises to be on fire, and, 
hearing cries for help, ascended by stairway to third floor of No. 223 East Twenty- 
third street, crossed windowsills to burning building, and crawling on his hands and 
knees to the bed-room he found Mrs. Feeny in a helpless condition; taking her in 
his arms he carried her to the front window, where he passed her to other mem- 
bers of the Department who had raised a scaling ladder. 

The names of Engineer of Steamer George Lloyd, Engine Company 73, was 
ordered placed on the Roll of Merit, Class B， and Fireman first grade Henry W. 
Romer, Hook and Ladder C6mpany 19, Class D, for meritorious conduct at a fire 
at No. 1016 Westchester avenue, April 6, 1904. Engineer of Steamer Lloyd while on 
a 24-hour leave saw the building on fire and entered same to the top floor and found 
Mrs. Theodora Tardif there and guided her to the second floor, where the smoke 
was so thick that they had to go to the front window, and assisted her down a 25- 
foot ladder. At that time Mrs. C. Jenickc appeared at the third story window, and 
Fireman first grade Henry W. Romer procured a scaling ladder and raised it ta the 
window where the woman was. When the ladder was in position Engineer Lloyd 
went up to the window and told the woman to put her arms around his neck, which 
she did, and holding himself on the ladder with one hand he grasped the woman 
around the waist with the other and lifted her out of the window on to the scaling 
ladder and held her on same while she descended the 25-foot ladder. 

The names of Fireman first grade William Weber, Engine Company 35, Andrew 
W. Zwisler, Engine Company 14， and William M. Carter, Hook and Ladder Company 
14, were ordered placed on the Roll of Merit, Class A, for meritorious action at fire 
at No. 2001 Third avenue, Station 697, on May 14, 1904. The fire was found to be 
'rapidly burning in the halls and stairways of the building, and heavily charged with 
smoke, and occupants of premises hanging out of windows. Fireman Weber descended 
a 35-foot ladder to the fourth floor and assisted Mrs. Tessie KlebA and her dght- 
months-old baby, also George Florrc, down the ladder. While descending th^ ladder 
Fireman Weber was informed by citizens from the street that there was a woman 
on the third floor. He entered the room, which was heavily charged with heat and 
smoke, and, crawling on his hands and knees to middle of room, found Mrs. H. £yl 
on the floor in an unconscious condition. He attempted to drag her to window, but 
being nearly overcome by heat and smoke he was compelled to return to the win- 
dow, where he met Fireman first grade A. W. Zwisler, who assisted in dragging Mfs. 
Eyl (she being a very heavy woman) to the window, where she was taken down the 
ladder to the street. At the same time Fireman first grade William M. Carter, Hook 
and Ladder Company 14, ascended by scaling ladder to fourth floor on Third avenue 
side of the building and entered a room where he found Josephine Eyle, aged 18 
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months, on fire, and carried her to the window and passed her to occupants of adjoin- 
ing building. The fire in the meantime had gained considerable headway in all tlie 
halls and stairways and extended to adjoining rooms on the three upper floors, caus- 
ing great heat and stifling smoke and all means of escape for occupants cut off. 

The name of Engineer of Steamer Patrick J. Lynch, Engine Company 60, was 
ordered placed on the Roll of Merit, Class A, for meritorious action at fire on the 
steamboat "General Slocum," June 15, 1904. Engineer Lynch was in a yawl boat off 
foot of One Hundred and Forty-first street and East river when he saw the boat on 
fire. He rowed over near the steamer and rescued about 15 persons from drowning 
by assisting them into the rowboat and passing them to different tugboats. These 
rescues were made with great personal risk to Engineer Lynch, as the boat was in 
danger of being capsized by the people in the water grabbing hold on one side. 

The name of Fireman first grade Timothy Driscoll, Engine Company 55, was 
ordered placed on the Roll of Merit, Class B, for meritorious action at fire at No. 5 
Howard street, Station 146, August 15, 1904， for attempting 'to rescue Emil Kupfer 
' by ascending fire-escape ladder to the fourth floor, where he was cut off from all 
means of escape by flames bursting through window, and escaping with his life by 
having a rope lowered from roof of building. 

The name of Fireman first grade Michael J. Stevens, Hook and Ladder Company 
18, was ordered placed on the Roll of Merit, Class A, for meritorious action at Bre 
at No. 164 Attorney street, September 4， 1904. Fireman Stevens rescued several per- 
sons who were in a semi-unconscious condition from rooms on the fifth floor and 
removed them to fire-escape. Fireman Stevens had to enter rooms that were heavily 
charged with smoke and heat three different times, and the rescues were made at con- 
siderable personal risk. 

The name of Fireman first grade Matthew J. Campbell, Engine Company 54, was 
ordered placed on the Roll of Merit, Class B, for meritorious conduct at fire at No. 
501 West Fifty-second street, corner of Tenth avenue, on September 10, 1904. Upon 
the arrival of Engine Company 54 Firemen Campbell and Heenan entered premises 
No. 7^3 Tenth avenue, which adjoined the building on fire, and ascended same to 
the fourth floor, and going to the front window steadied himself on window ledge 
and was able to pass into fourth floor window, where he found Mrs. Patrick Devlin 
and two children and passed them to the members of this Department who had raised 
a ladder in the meantime to the fourth floor of building. 

The names of Fireman first grade Joseph A. Christie, Hook and Ladder Company 
13, and John Harvey, Hook and Ladder Company 13, were ordered placed on the 
Roll of Merit, Class B, and the name of Fireman Edward A. Harmon, Engine Com- 
pany 53, in Class D, for meritorious action at fire at No. 1591 Lexington avenue, on 
September 30， 1904. During the progress of the fire at this address Mrs. Baab was 
entirely cut off from all means of escape by fire which had extended 4o every room 
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of her apartment, forcing her to stand on window ledge on outside of the building. 
She was in this position upon the arrival of Hook and Ladder Company 13, the mem- 
bers of which raised a 35-foot ladder. Fireman Christie ascended the ladder, taking 
a scaling ladder with him, and with the assistance of Fireman Harmon, who had got 
on top of ladder from fire escape, placed scaling ladder in window of adjoining row 
at which the woman was standing one story above. Fireman Harvey then held the 
butt of the scaling ladder and the woman descended on it until she could be reached 
by Fireman Christie, who lifted her from scaling ladder to the 35-foot ladder and 
carried her in his arms to the street. 

The name of Fireman fourth grade John A. Harney, Engine Company 23, was 
ordered placed on the Roll of Merit, Class B, for meritorious conduct at fire, Station 
510, at No. 164 West Fifty-fourth street, October 17, 1904. Fireman Harney entered 
premises No. 166 West Fifty-fourth street, adjoining the building which was on fire, 
ascended same to the third floor, and going to the front window Fireman Harney 
went out through same and onto the cornice over the window on the second floor, 
and reaching over caught hold of woman and brought her over to Fireman Rau, who 
was straddling the windowsill, and aided Harney with his left hand to reach the 
woman. All means of escape was cut off by the stairway as the fire had ascended to 
roof before the arrival of the Department. 、 

The name of Thomas Conlon, Engine Company 5, was ordered placed on the Roll 
of Merit, Class B, for meritorious action at fire premises No. 524 East Fourteenth 
street, November 27, 1*904. The fire had control of premises on the second floor, 
cutting off escape, and people rushed to front windows on third floor and were about 
to jump to the street when Fireman Conlon appeared at third-story window of No. 522 
East Fourteenth street, and by straddling the sill and being held by some citizen, he 
leaned out and got the woman and man and swung them to window at No. 522 East 
Fourteenth street. 

The name of Fireman second grade Raymond L. George, Engine Company 26, 
was ordered placed on the Roll of Merit, Class D, for meritorious conduct at fire at 
No. 5 East One Hundred and Fifteenth street, November 27, 1904. The fire started 
in a store on the first floor and immediately communicated with stairway, heavily 
charged with smoke and heat, cutting off means of egress by stairs. All the occu- 
pants made their escape by roof and fire-escapes except Adolph Buckhard, aged 75, 
who was found in a semi-conscious condition on the fourth floor, considerably burned 
about the hands and feet. He was carried down the fire-escape by Fireman George 
and assisted to the street. 

Volunteer System of Borough of Richmond. 

New Dorp Fire Department ~ i Foreman, 2 Assistant Foremen, 37 members, i 
hook and ladder company. • 
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Dongan Hills Fire Department ~~ i Foreman, 2 Assistant Foremen, 32 Firemen, x 
steam engine (gasoline). 

Pleasant Plains Fire Department 2 Foremen, 4 Assistant Foremen, i Engineer of 
Steamer, i Assistant Engineer, 48 Firemen, i engine company (gasoline), i hook and 
Udder company. 

Huguenot Fire Department ~ i Foreman, 2 Assistant Foremen, 30 Firemen, i engine 
company (hand), i hose company (in connection with engine, no appropriation). 

Tottenville Fire Department ~ i Chief Engineer, 2 Assistant Engineers, 4 Foremen, 
8 Assistant Foremen, i Engineer of Steamer, i Assistant Engineer, 90 Firemen, x 
steamer, 2 hook and ladder companies, i hose company. 

Kreischerville Fire Department 一 i Foreman, 2 Assistant Foremen, 20 Firemen, I 
hook and ladder company. 

Rossville Fire Department 一 i Foreman, 2 Assistant Foremen, 27 Firemen, i hook 
and ladder company. 

Great Kills Fire Department ~ 2 Foremen, 4 Assistant Foremen, 30 Firemen, I 
engine company (gasoline), i hook and ladder company. 

Edgewater Fire Department ~ i Chief Engineer, 3 Assistant Chief Engineers, ai 
Foremen, 50 Assistant Foremen, 5 Engineers of Steamer, 5 Assistant Engineers, 625 
Firemen, 5 engine companies, i chemical engine, 3 hook and ladder companies, 12 hose 
companies. 

North Shore Fire Department ― i Chief Engineer, 4 Assistant Engineers, 22 Fore- 
men, 60 Assistant Foremen, 4 Engineers of Steamer, 4 Assistant Engineers, 1,263 Fire- 
men, 5 engine companies (4 steam, i hand), i chemical engine, 7 hook and ladder com- 
panies, 9 hose companies, i patrol company. 

Fire Alarm Telegraph. 

New York, January 16, 1905. 

EDWARD F. CROKER, Esq., Chief of Department : 

Sir — I have the honor to transmit herewith report of operations of the Fire 
Alarm Telegraph Branch, Bureau Chief of Department, boroughs of Manhattan and 
The Bronx, for the year ending December 31, 1904, as follows: 



Alarms and Calls ~~ 

First alarms from street boxes (by auxiliary, 50) 5,799 

Automatic Fire Alarm Company 130 

Automatic false alarms 73 

Consolidated Fire Alarm Company 106 

Consolidated false alarms 68 

. Public special buildings signals 10 

Special Fire Alarm Electrical Signal Company 15 
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Alarms by public telephone 34 

Alarms from Police Headquarters 9 

Second alarms I54 

Third alarms 49 

Fourth alarms I7 

Fifth alarms • 2 

Simultaneous call i 

Special Calls for >~ 

Engine companies 45 

Hook and ladder companies ii8 

Water tower 6 

Reserve signal * i 

Insurance patrols loi 

Ambulances *. i93 

Notice of still alarms 2,062 

Messages received I9»3i8 

Messages transmitted 8,791 



The alarm system of the Department comprises the following signal stations : 

Street boxes, Class i 810 

Street boxes, Class 2 (3 added during year) 281 

Public schools (4 added during year) 211 

City institutions 67 

Manhattan Elevated Railroad 18 

The following fire alarm signal stations are maintained by auxiliary fire alarm 
companies outside of the Department : 

Automatic Fire Alarm Company (42 discontinued during year) 1,176 

Manhattan Fire Alarm Company (52 added during year) 742 

Special Fire Alarm Electrical Signal Company (2 discontinued during year) • • 549 

Consolidated Fire Alarm Company 405 



The underground system consists of 129.60 miles of cable in subways, or 1,005.62 
miles of conductor. 

During the year 23,992 feet of cable were laid, of which 33,752 feet were for 象 Itera- 
tions and repairs and 1^240 feet for extending the syftem. 

25.50 miles of wire were put up, of which 20.96 miles were for alterations and Kpairs 
and 4.54 miles for extending the system. 

21.96 miles of wire were taken down, i pol« taken down, 4 poles set and 8 poles 
reset. 
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2,935 feet of aerial cable were strung, of which 700 feet were for extending the 
system and 2^35 feet for alterations and repairs. 250 feet were taken down. 

238 feet of pipe were laid, of which 20 feet were for extending the system and 218 
feet, for alterations and repairs. 

15 feet of pipe abandoned. 

Very respectfully, 

GEO. FARRELL, Chief Operator. 

、 New York, January 16, 1905. 

EDWARD F. CROKER, Esq., Chief of Department • 

Sir — I have the honor to transmit herewith report of operations of the Fire Alarm 
Telegraph Branch, Bureau Chief of Department, boroughs of Manhattan and The 



Bronx, for the quarter ending December 31, 1904， as follows : 
Alarms and Calls 一 

First alarms from street boxes (by auxiliary, 13) 1,587 

Automatic Fire Alarm Company 19 

Automatic false alarms 6 

Consolidated Fire Alarm Company 31 

Consolidated false alarms. 20 

Public special building signals i 

Special Fire Alarm Electrical Signal Company 13 

Alarms by public telephone 5 

Alarms from Police Headquarters 3 

Second alarms 33. 

Third alarms 5 

Special Calls For 一 

Engine companies 10 

Hook and ladder companies 28 

Insurance patrols 20 

Ambulances 54 

Notice of still alarms 532 

Messages received 5,292 

Messages transmitted 2,828 



The alarm system of the Department comprises the following signal stations : 

Street boxes, class i 810 

Street boxes, class 2 (i added during quarter) 281 

Public schools (3 added during quarter) 211 

City institutions 67 

Manhattan Elevated Railroad 18 

Total fire alarm stations 1,387 
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The following fire alarm signal stations are maintained by auxiliary fire alarm 
companies outside of the Department : 

Automatic Fire Alarm Company 1,176 

Manhattan Fire Alarm Company (26 added during quarter) 742 

Special Fire Alarm Electrical Signal Company (3 added during quarter) 549 

Consolidated Fire Alarm Company (3 discontinued during quarter) 405 

The underground system consists of 129.60 miles of cable in subways, or 1,025.62 
miles of conductor. During the quarter 2,697 feet of cable were laid, of which 2,642 
feet were for repairs and alterations, and 55 feet for extending the system. 10.09 miles 
of wire were run for repairs and alterations, 8.99 miles of wire taken down and 3 
poles reset. 80 5-12 feet of pipe were laid, of which 12 feet were for extending the 
system and 68 5-12 feet for alterations and repairs. 15 feet of pipe were abandoned. 

Very respectfully, 

GEO. FARRELL, Chief Operator. 



New Brighton, N. Y., January S, 1905. 

Mr. EDWARD F. CROKER, Chief of Department, Fire Department, New York : 

Sir ~ I have the honor to transmit herewith report of operations of the Fire Alarm 
Telegraph System, Borough of Richmond, Bureua Chief of Department, for quarter 



ending December 31, 1904, as follows : 

First alarms from street boxes 56 

Second alarms from street box (Oct. 2) … i 

Third or general alarms from telephone i 

Alarms by public telephone 15 

Notice of still alarms 14 

Malicious false alarms 11 

Total 98 

Less II 

Total alarms 87 



Messages received 、 240 

Messages transmitted 270 



Equipped Rocky Hose Company 9, Chemical Engine Company i and Rosebank Hose 
Company 14, with fire alarm telegraph apparatus and the necessary outside construc- 
tion to connect the same to ihe Fire Department lines. 

The alarm system of the Department in the Borough of Richmond comprises the 
following number of signal stations : 108. 

Respectfully, 

HENRY E. VINEING, Electrical Engineer. 
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Messages received 874 

Messages transmitted 708 

Number of instruments in service in the Borough of Richmond and connected 
on this Department's lines (including gong and register, also local battery 

to each) 68 

Number of box circuits in service • 4 

Number of gong circuits in service 2 

Number of automatic box circuits in service 2 

Total number of street boxes 108 

HENRY E. VINEING, 



Electrical Engineer, Fire Department, New York. 



PRESENTATION OF MEDALS. 

On Saturday, May 14， 1904, a parade review and presentation of medals for 
the year 1903, by his Honor, the Mayor, took place. The parade consisted of a 

brigade of nine battaliofis, comprising thirty companies, under the command of the 

Chief of Department. 

The following named members of the department were presented with medals 

l)y the Mayor, for the most deserving acts performed during the year, 1903: 

Bennett Medal, Fireman James R. McEvoy, Hook and Ladder Company No. 3. 
Bonner Medal, Luke Henry, Hook and Ladder Company No. 10. 
Trevor-Warren Medal, Frederick W. Oppe, Hook and Ladder Company No. 7. 
Strong Medal, Henry C. Dailey, Engine Company No. 66. 
Stephenson Medal, Foreman Edward J. Worth. 
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NOTABLE FIRES. 

January i， 1904, 244 p. m., Station 480. 

Fire occurred at Nos. 100 to 120 Park avenue, a seven-story brick building, 200 by 
200, occupied as a hotel (Murray Hill). 

Fire originated on the seventh floor and extended to sixth floor and roof by ceiling, 
fl6oring and pipe recesses ； trifling damage to same. 

Chief officers present were Deputy Chief Duane, Chiefs of Battalion Farrell, Martin 
and Devanney, Acting Chiefs of Battalion Duffy and Skelly. 

The services of 6 engines and 4 hook aiid ladder companies were required, and 
the duration of the fire was fifty minutes. 

Cause unknown. 

At 3.07 and 3.25 p. m., respectively, second and third alarms were sent out. 

January 3, 1904， 6.09 p. m., Station 4-519; 6.1 1 p. m., Station 120. 

Fire occurred at Nos. 345 and 347 Broadway, a six-story and basement stone aqd 
brick building, 50 by 150, occupied as dry goods establishment. 

Fire originated on the third floor and extended to fourth, fifth and sixth floors and 
roof by flooring and pipe recesses, considerably damaging same. 

Chief officers present were Acting Chief of Department Charles W. Kruger, Deputy 
Chief Langford, Chiefs of Battalion Sloan, Larkin, Howe, Hayes and Lucas. 

The services of 19 engine and 5 hook and ladder companies were required ； also 
Water Tower i, and the duration of the fire was twenty- seven hours. 

• Cause unknown. 

At 6.24, 6.40 and 7.27 o'clock p. m., respectively, second, third and fourth alarms 
were sent out. 

January 4, 1904, 3.33 a. m., Station 188. 

Fire occurred at No. 309 Grand street, a four-story brick building, 40 by 100, 
occupied for manufacturing purposes. 

Fire originated in cellar and extended to first, second and third floors by stair- 
vays and floors, considerably damaging building ； also extended to No. 311 Grand 
street, a three-story brick building, 35 by 100, occupied for manufacturing purposes ； 
also extended to Nos. 62 to 70 Allen street, a three-story brick building, 75 by 100, 
occupied for manufacturing purposes, considerably damaging same; also to No. 313 
Grand street, a five-story brick building, 25 by 75 feet, occupied as co-operative stores, 
gents' furnishings ； damage trifling. 

Chief officers present were Acting Chief of Department Charles W. Kruger, Deputy 
Chief of Department Langford and Chiefs of Battalion Lucas, Shay, Sloan and Guerin. 
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The services of i8 engine companies, 5 hook and ladder companies and Search 
Light Engine i were required, and the duration of the fire was forty-eight hours. 

Cause unknown. 

At 3.37, 3.42 and 4.37 p. m., respectively, second, third and fourth alarms were sent 

out. 

January 15, 1904, 10.22 a. m., Station 669. 

Fire occurred at No. 546 East Eighty-ninth street, a five- story brick and stone 
building, 25 by 90, occupied as a dwelling. 

Fire originated on the fourth floor and extended to third and fifth floors and roof, 
through windows and light shaft, considerably damaging same; also to No. 192 East 
End avenue, a five-story brick building, 25 by 90, occupied as a dwelling ； damage 
slight. 

Chief officers present were Acting Chief of Department Charles W. Kruger, Chiefs 
of Battalion Burns, Dougherty, Callaghan and Acting Chiefs of Battalion Crawley and 
Lawler. 

The services of 8 engines and 3 hook and ladder companies were required, and the 
duration of the fire was 55 minutes. 

Cause, careless use of lighted paper. 

At 10.30 and 10.40 p. m., respectively, second and third alarms were sent out. 

January 19， 1904, 9.18 a. m., Station 221. 

Fire occurred at Nos. 199 and 201 Bowery, a two- story brick building, 50 by 15a 
occupied as theatre (People's) and office. 

Fire originated on the second floor, and extended through partitions and window 
recesses to No. 203 Bowery, a three-story frame building, 25 by 40, occupied as a drug 
store, considerably damaging same ； also to No. 205 Bowery, a three-story frame build- 
ing, 25 by 40, occupied as a cigar store, dwelling and restaurant, considerably damaging 
same. 

Chief officers present were Acting Chief of Department Charles W. Kruger, Chiefs 
of Battalion Langford, Lucas, Sloan and Acting Chiefs McKernan, Brogan and Norton. 

The services of 13 engine and 4 hook and ladder companies were required, and the 
duration of the fire was two hours. 

Cause unknown. 

At 9.31 and 9.37 a. m.， respectively, second and third alarms were sent out. 

January 21, 1904, 2.42 p. m., Station 659. 

Fire occurred at No. 539 East Eighty-third street, a five- story brick building, 25 by 
90 feet, occupied as a stationery store. 
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Fire originated on first floor and extended to second, third, fourth and fifth floors 
by stairway, and burning through flooring, considerably damaging same. 

Chief officers present were Acting Chief of Department Charles W. Krugcr, Chiefs 
of Battalion Farrell, Dougherty and Root ； also Acting Chiefs of Battalion Crawley and 
McNamara. 

The services of 8 engine and 3 hook arfd ladder companies were required, and the 
duration of the fire was forty minutes. 

Cause, overheated stove. 

At 2.50 o'clock a. m. third alarm was sect out 

January 24, 1904, 1.17 a. m., Station 4-422; 1.28 a. m., Station 238. 

Fire occurred at Nos. 84 to 88 Crosby street, a five-story brick building, 75 by 100 
feet, occupied by manufacturers of leggings and belts. Fire originated on the fourth 
floor and extended to third and fifth floors through arches, stairways, elevator shafts 
and pipe recesses, considerably damaging building ； also to Nos. 546 and 548 Broadway, 
a five-story stone building, 50 by 100 feet, occupied for business purposes. 

Chief officers present were Acting Chief of Department Charles W. Kruger, 
Deputy Chief Langford, Chiefs of Battalion Lucas, Howe, Hayes, Sloan and Shay. 

The services of 21 engine companies and 5 hook and ladder companies were . 
required and the duration of the fire was thirty hours. 

Cause unknown. 

At 1.41， 2.03 and 2.33 o'clock a. m., respectively, second, third and fourth alarms 
were sent out. 

January 25, 1904, 11.44 a. m., Station 581. 

Fire occurred at No. 213 West Sixty-third street, a five-story building, occupied as 
a dwelling. 

Fire originated in cellar and extended to first, second, third, fourth and fifth 
floors, considerably damaging building. 

Chief, officers present were Acting Chief of Dei>artment Charles W. Kruger, Act- 
ing Deputy Chief Farrell, Chiefs of Battalion Callaghan and Root and Acting Chiefs of 
Battalion Crawley and Duffy. 

The services of 11 engines and 4 hook and ladder companies were required, and the 
duration of the fire was forty minutes. 

At 11.53H a. m. third alarm was sent out. 
Cause unknown. 

5 • 
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January 27, 1904, 642 p. m., Station 339. 

Fire occurred at Nos. 87 and 89 Fifth avenue, an eleven-story stone, brick and iron 
building, 50 by 170 feet, occupied by manufacturers of clothing. 

Fire originated on sixth floor and extended to seventh floor by stairway, slightly 
damaging building. 

Chief officers present were Acting Chief of Department Charles W. Krugcr, Chiefs 
of Battalion Ross, Guerin and Howe and Acting Chiefs of Battalion Skelly and 
Winter. 

The services of 4 engine companies and three hook and ladder companies were 
required, and the duration of the fire was thirty minutes. 

Cause unknown. 

At 7.10 o'clock p. m. third alarm was sent out. 

January 31, 1904, 1.32 a. m.. Station 238. 

Fire occurred at No. 121 Mercer street, a five-story brick and iron building, 25 by 
90 feet, occupied by furrier. 

Fire originated on first floor and extended to second, third, fourth and fifth floors 
through flooring, considerably damaging same. 

Chief officers present were Acting Chief of Department William Duane, Acting 
Deputy Chief Terpeny, Chiefs of Battalion Guerin, Howe, Hayes and Sloan. 

The services of 15 engine companies and 4 hook and ladder companies. Water Tower 
2 and Search Light Engine i were required and the duration of the fire was thirty 
minutes. 

Cause unknown. 

At 1.38H a. m. and 1.435^ a. m. second and third alarms were sent out. 

February 11, 1904. 5.46 p. m., Station 69. 

Fire occurred at Nos. 264 and 266 Water street, a six-story brick building, 50 by 
1 10, occupied by manufacturers of ranges and stoves. 

Fire originated on the fifth floor and extended to fourth, third, second and sixth 
floors, through flooring, considerably damaging same ； also to No. 326 Pearl street, an 
eight-story brick building, 75 by 100 feet, occupied by printers, damage trifling. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
Langford, Chiefs of Battalion Howe, Larldn, Lucas and Maher and Acting Chief of 
Battalion Worth, 

The services of 20 engines, 5 hook and ladder companies, Search Light Engine I 
and Water Tower i were required, and the duration of the fire was two hours and 
fifteen minutes. 



• 
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Cause unknown. 

At 5.53 p. m., 5.56 p. m. and 6.16 p. m., respectively, second, third and fourth alanns 
were sent out 

February 16， 1904, 9.36 p. m" Station 64.. 

Fire occurred at Nos. 16 and 18 Park place, a five-story brick building, 50 by 60^ 
occupied as a restaurant. 

Fire originated in cellar and extended to second, third, fourth and fifth floors hy 
stairway and hatchway, considerably damaging building ； also extended to No. 13 Barclay 
street, a five-story brick building, 25 by 50, occupied by manufacturers of rubber goods, 
damage trifling ； also extended to No. 20 Park place, a five-story brick building, 25 by 50^ 
occupied by manufacturers of electrical goods, slightly damaging same. 

Chief officers present were Edward F. Crokcr, Chief of Department; Deputy Chief 
Langford, Chiefs of Battalion Howe, Larkin, Lucas, Guerin and Acting Chief of Battalion 
Brogan. 

The services of 16 engine companies, 5 hook and ladder companies, Search Light 
Engine i and Water Tower 1， and the duration of the fire was three hours. 

Cause unknown. 

At 9.39 o. m,, 948 p. jn. and 10.02 p. m., second, third and fourth alarms were 
sent out. 

February 23, 1904, 5 23 a. m., Station 571. 

Fire occurred at Nos. 525 to 535 West Fifty-ninth street, a six-story brick building, 
125 by 50 feet, occupied by manufacturers of umbrella frames ； also cut glass works. 

Fire originated on the second floor and extended to third, fourth, fifth and sixth 
floors by stairway and elevator shaft, considerably damaging same. 

Chief officers present were Edward F. Croker, Chief of Department ； Deputy Chief 
Langford and Chief of Battalion Terpeny, Callaghan, Shay, Devanny and Acting Chief 
of Battalion Crawley ； also Chief of Battalion Gray. 

The services of 17 engine companies and 5 hook and ladder companies were re- 
quired and the duration of the fire was one hour. 
Cause unknown. 

At 5.31 a. m., 5.36 d. m, and 5.56 a. m., second, third and fourth alarms were 
sent out. 

February 26, 1904, 3.45 a. m., Station 172. 

Fire occurred at No. 21 Suffolk street, a four- story basement brick building, 25 by 
70 feet, occupied as a dance hall. 

Fire originated on the first floor and extended to second, third and fourth floors 
by stairway, considerably damaging same. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Lucas, Larkin and Hayes and Acting Chief of Battalion 
Brogan. 
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The services oi 6 engine companies, 4 hook and Ladder companies and Search 
Light En^ne i were required, and the duration of the fire was thirty minutes. 

Cause unknown. 

At 3.5354 a. m. and 4.14 a. m., respectively, second and third alarms were sent out 

February 21, 1904, 4.23 p. m" Station 687. 

Fire occurred at Nos. 205 and 207 East Ninety-ninth street, a six-story brick build- 
ingf, 50 by 100, occupied by manufacturers of lamps. 

Fire originated on the third floor and extended to first, second, fourth, fifth and 
sixth floors by flooring and stairway, considerably damaging building ； also to No. 203 
East Ninety-ninth street, a four-story brick building, 25 by 75 feet, occupied as a 
dwelling; also to No. 211 East Ninety-ninth street, six-story brick building, 25 by 90, 
occupied as a dwelling, slightly damaging same; also to Nos. 202 and 204 East One 
Hundredth street, a six-story brick building, 50 by 100, occupied by manufactiifers of 
cigars, slightly damaging same; also to Nos. 206 and 208 East One Hundredth street, 
a six and one-half story brick building, 50 by 9， occupied as a dwelling, slightly damag- 
ing same ； also to No. 1791 Third avenue, a five-story brick building, 25 by 90, occupied 
as a dwelling, slightly damaging same. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
Binns, Chiefs of Battalion Dougherty, Callaghan, Acting Chiefs of Battalion Ryan, 
Kennedy and McNamara. 

The services of 10 engines, 4 hook and ladder companies' were required, and the 
duration of the fire was two hours. 

Cause unknown. 

At 4.34 p. m., 4.49 p. m.， respectively, third and fourth alarms were sent out 

February 27, 1904, 12.02 a. m., Station 312. 

Fire occurred at Nos. 857 to 877 Washington street, a five-story brick building, 50 
by 200 feet, occupied by manufacturers of automatic registers. 

Fire originated on the fourth floor and extended to second, third and fifth floors 
and roof, by stairway and elevator shaft, considerably damaging building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
Kruger, Chiefs of Battalion Larkin, Guerin and Acting Chiefs of Battalion Skelly and 
McGuire. 

The services of 21 engines, 5 hook and ladder companies Search Light Engines i 
and 2 and Water Towers 2 and 3 were required, and the duration of the fire was one 
hour and thirty minutes. 

Cause unknown. 

At 12.07 a. m.， 12.09 a. m. and 12.23 a. m., respectively, second, third and fourth 
alarms were sent out. 
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March 19, 1904, 10.58 a. tn" Station 377. 

Fire occurred at Nos. 109 and iii West Twenty-fourth street, a seven-story brick 
building, 50 by 75 feet, occupied as a furniture warehouse. 

Fire originated on the second floor and extended by stairway, windows and pipe 
recesstfs to third, fourth, fifth, sixth, seventh floors and roof, considerable damaging 
same. 

Chief officers present were Acting Chief Binns, Deputy Chief Duane, Chiefs of 
Battalion Howe, Shay, Kenlon. Dcvanny and Gtrcriii. 

The services of 19 engines, 5 hook and ladder companies and Water Tower 3 were 
required, and the duration of the fire was one hour. 

Cause unknown. 

At 10-45 a. m., 10.52 a. m. and 11.14 a. m., second, third and fourth alarms were 
sent out. 

March 25, 1904, 4.23 a. m., Station 10-631 ； 4.33 a. m., Station 334. 

Fire occurred at Nos. 444 to 448 West Fifteenth street, to Nos. 449 to 453 West 
Fourteenth street, a four-story brick building, 60 by 200 feet, occupied by manufacturers 
of gas stoves. 

Fire originated on iirst floor and extended to second, third and fourth floors and 
roof by elevator shaft, stairway, windows and pipe recesses, considerably damaging 
building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
Duane, Chiefs of Battalion Howe, Kenlon, Lucas, Guerin and Dcvanny. 

The services of 18 engines, 5 hook and ladder companies, Search Light Engines 
I and 2 and Water Towers 2 and 3 were required, and the duration of the fire was 
one hour and thirty minutes. 

Cause unknown. 

At 4.43 a. ID., 4.46 a. m., 5.04 a. m., respectively, second, third and fourth alarms 
were sent out 

March 26， 1904, 11. 21 a. m., Station 23. 

Fire occurred at No. 61 Broadway, through to Nos. 39 and 41 Trinity place, 
between Rector street and Exchange alley, a five-story brown stone, 25 by 85 feet, 
occupied by Despatch Company, express delivery. 

Fire originated in sub-cellar and extended to first, second, third and fourth floors 
through recesses in flooring, etc., considerably damaging same ； also extended to No. 59 
Broadway, a five-story brow nst one building, 25 by 85 feet, occupied as an express 
delivery, considerably damaging building ； also extended to No. 57 Broadway, a 
five- story brownstone building, 20 by 150, occupied by G. Allison Security Register 
Company ； trifling damage to same. 
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Chief officers present were Chief of Department Edward F. Croker, Deputy 
Chiefs Binns, Kruger, Duane and Chiefs of Battalion Hayes, Larkin, Maher, Guerin, 
Kenlon and Shay and Acting Chief Walker. 

The services of 32 engine comi>anies and 9 hook and ladder companies wcrt 
required ； also Water Tower 1， and the duration of the fire was five hours. 

Cause unknown. 

At 11.26, 11.29, 11.32, 1146 a. in. and 12.21 p. xn., respectively, second, third, fourth, 
fifth, 99-9-23, 3-3-427 alarms were sent out. 

April 3, 1904, 6.23 p. m.， Station 278. 

Fire occurred at Nos. 26 to 30 Bleccker street, a seven-story brick building, 75 by 
100, occupied by clothing manufacturers. 

Fire originated on the fourth floor and extended to the fifth, sixth and seventh 
floors before the arrival of Department; damage trifling ； also No. 316 Mott street, a 
seven-story brick building, 35 by 90， occupied as a dwelling ； damage trifling. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Kruger, Chiefs of Battalion Lucas, Kenlon, Maher, Hayes and Guerin. 

The services of 18 engines, Search Light Engines i and 2, 5 hook and ladder com- 
panies and Water Towers i and 2 were required, and the duration of the fire was one 
hour. 、 

Cause unknown. 

At 6.30， 6.35 and 6.37 p. m., respectively, second, third and fourth alarms were sent 

out. 

April 4, 1904, 8.57 p. m., Station 259. 

Fire occurred at Nos. 440 to 444 Canal street, through to Nos. 12 to 16 Vesey street, 
a seven-story brick building, 75 by 150， occupied by the Germania Netting Works. 

Fire originated on the fifth floor and extended to the sixth and seventh floors by 
pipe recesses before the arrival of the Department ； damage considerable. 

Chief officers present were Chief of Department Edward F. Croker, Chiefs of 
Battalion Larkin, Guerin, Hayes and Lucas, and Acting Chiefs Walker and Ross. 

The services of 13 engines, Search Light Engine 1， 4 hook and ladder companies 
and Water Tower i were required, and the duration of the fire was four hours. 

Cause unknown. 

At 9.04 p. m. third alarm was sent out. 

April 7, 1904， 9.37 a. m., Station 127. 

Fire occurred at No. 117 Walker street, a seven-story brick building, 25 by 75, 
occupied for business purposes. 



71 



Fire originated on the first floor and extended to second, third, fourth, fifth, sixth, 
seventh floors and roof, by pipe recesses, belt holes and burning through flooring; 
damage considerable. 

Chief Officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Kruger, Chiefs of Battalion Hayes, Larkin and Guerin, and Acting Chief 
of Battalion McAuliffe. 

The services of 12 engine, 4 hook and ladder companies and Water Tower i were 
required, and the duration of the fire was one hour and forty-five minutes. 

Cause unknown. 

At 9.45 and 9.47 a. m.， respectively, second and third alarms were sent out. 

April 8, 1904, 3.58 a. m.， Station 143. 

Fire occurred at Nos. 200 to 206 West Broadway, a six-story stone and brick 
building, 75 by 50, occupied by dealers in woodenware. 

Fire originated on first floor and extended to second, third, fourth, fifth and sixth 
floors and roof by elevator shaft ； damage considerable. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Hayes, Guerin, Larkin, Ross, Lucas and Mahcr. 

The services of 19 engine companies, Search Light Engines i and 2， 5 hook and 
ladder companies and Water Tower i were required, and the duration of the fire was 
fourteen hours. 

Cause unknown. 

At 4.02 o'clock and 4.06 a. m., respectively, second and fourth alarms were sent 

out. 

April 8, 1904, 9.31 p. m.， Station 84 ； 9.36 p. m., Station 83 ； 9.44 p. m., Station 84. 

Fire occurred at No. 162 Duane street, a six-story brick building, 50 by 100^ 
occupied by dealers in electrical supplies. 

Fire originated on first floor and extended to second, third, fourth, fifth and sixth 
floors by stairway, pipe and window openings ； damage considerable. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
of Department Charles W. Kruger, Chiefs of Battalion Ross, Hayes, Guerin, Lucas 
and Shay. 

The services of 16 engines and Search Light Engines i and 2, 5 hook and ladder 
companies and Water Tower i were required, and the duration of the fire was one 
hour and fifteen minutes. 

Cause unknown. 

At 9.36 and 9.44 p. m., respectively, third and fourth alarms were sent out. 
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April 21, 1904, 12.44 P. m., Station 131 ； 1248 p. m.. Station 169 ； 12.51 p. m., Station 131. 

Fire occurred at No. 67 Bowery, a five-story brick and brownstone building, 25 by 
85 feet, occupied by the Cluster Gas Light Company. 

Fire originated .on the first floor and extended to second, third, fourth and fifth 
floors by stairway and hatchway ； damage, considerable ； also extended to No. 139 Canal 
street, a thrce-stoxy attic brick building, 25 by 50 feet, occupied as a dry goods 
store. 

Chief officers present were Deputy Chief Kruger, Chiefs of Battalion Lucas, Larkin, 
Maher and Guerin and Acting Chief of Battalion McAulifFe. 

The services of 14 engine companies, 4 hook and ladder companies and Water 
Tower i were required, and the duration of the fire was forty-five minutes. ' 

Cause unknown. 

At 12.48 p. m. and 12.51 p. m., respectively, second and third alarms were sent 

out. 

April 27, 1904, 1. 19 a. m., Station 432; 1.26 a. m.， Station 431 ； 1.40 a. m., Station 433. 

Fire occurred at Nos. 644 and 646 West Thirtieth street, a five-story brick build- 
ing, 50 by 100, occupied as a soap factory. 

Origin unknown ； damage, considerable ； extended by archways, windows, doorways 
and machinery recesses to Nos. 648 to 652 West Thirtieth street, a four-story brick build- 
ing, 60 by 100, occupied as a soap factory ； damage, considerable ； also to Nos. 640 and 
642 West Thirtieth street, a two-story brick building, 50 by 100, occupied as a soap 
factory ； damage, considerable ； also to Nos. 635 to 655 West Twenty-ninth street, yard, 
125 by 300 feet, occupied as a box and lumber yard. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Duane, Chiefs of Battalion Martin, Terpeny, Howe, Shay, Devanny, 
Gray and Acting Chiefs of Battalion Duffy and Hauck. 

The services of 19 engines, 5 hook and ladder companies and Water Tower 3 were 
required, and the duration of the fire was fifty-seven hours. 

At 1.26 and 1.40 a. m., respectively, third, and fourth alarms were sent out. 

May I, 1904, 8.45 a. m.， Station 16. 

Fire occurred at No. 51 Front street, a four-story attic brick building, 30 by 75 
feet, occupied by manufacturers of oil. 

Fire originated on the first floor and extended to second, third, and fourth floors 
and roof, through hatchways and stairways ； damage, considerable ； also extended to 
No. 27 South street, a six-story brick building, 30 by 75 feet, occupied by sail makers ； 
damage, trifling ； also extended to No. 49 Front street, a four-story brick building, 30 by 
75 feet, occupied by liquor dealer ； damage, trifling. 
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Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Kruger, Chiefs of Battalion Ross, Lucas, Guerin and Acting Chief of 
Battalion Norton. 

The services of 9 engines and 4 hook and ladder companies were required, and 
the duration of the fire was one hour and ten minutes. 
Cause unknown. 

At 8.51 and & 59 a. m., respectively, second and third alarms were sent out. 

May 6. 1904. 8.37 p. m.. Station 665； & 39 p. m., Station 665； 8.43 p. m., Station 665; 

8.48 p. m., Station 677； 9.32 p. m., Station 585. 

Fire occured at Nos. 202 to 208 East Eighty-eighth street, a five-story brick build- 
ing, 100 by 100. occupied as a storage waft-chouse. 

Fire originated on first floor and extended to second, third, fourth and fifth floor* 
by elevator shaft, considerably damaging building ； also extended to No. 210 East Eighty. 
«ighth street, a five-story brick building, 25 by 90, occupied as a dwelling ； damage, 
trifling ； also extended to No. 200 East Eighty-eighth street, a five-story brick and 
stone building, 25 by 75, occupied as a dwelling; damage, trifling; also extended to Nos. 
205 to 209 East Eighty-eighth street, a five-story brick and stone building, 75 by 90, 
occupied as a dwelling ； damage, trifling ； also extended to No. 203 East Eighty-eighth 
street, a four-story brick building, 25 by 75 feet, occupied by manufacturers of carriages ； 
also extended to No. 201 East Eighty-eighth street, a five-story brick building, 25 by 
75 feet, occupied as a dwelling; damage, trifling. 

Chief officers present were Deputy Chief of Department Binns, Chiefs of Battalion 
Langford, Dougherty, Barrett, Short, Gray, Shay' and Dcvanny and Acting Chiefs of 
Battalion Crawley, O'Hearn, Winter and Hauck. 

The services of 27 engines, Search Light Engines i and 2， 8 hook and ladder com- 
panies and Water Tower 3 were required, and the duration of the fire was fouf hours. 
Cause unknown. 

At 8.39. 8.43, & 48 and 9.32 p. m., respectively, second, third, fourth and fifth alarms 
were sent out. 

May 6, 1904, 9.30 p. m.. Station 766. 

Fire occurred at Nos. 112 to 118 East One Hundred and Twenty-fifth street, a four- 
story brick building, 200 by 50, occupied as a theatre. 

Fire originated on fourth floor, considerably damaging same. 

Chief officers present were Deputy Chief of Department Ahearn, Chiefs of Battalion 
Short and Callaghan and Acting Chiefs Winter and Lawler. 

The services of 9 engine companies and 3 hook and ladder companies were required, 
and the duration of the fire was five hours and forty-five minutes. 

Cause unknown. 

At 9.25 o clock p. m., fourth alarm was sent out. 
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May 17, 1904, 5.45 a. m., Station 83. 

Fire occurred at No. 78 Hudson street, a seven -story brick building, 25 by 65 feet, 
occupied as a grocery. 

Fire originated in cellar and extended to first floor through stairway and pipe 
recesses ； damage, trifling. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Lucas, Larkin and Guerin, and Acting Chief Walsh. 

The services of 7 engine companies and 4 hook and ladder companies were required, 
and the duration of the fire was one hour. 
Cause unknown. 

At 549 a. m. and 5.53 a. m.， respectively, second and third alarms were sent out. 

May 27, 1904， 10.07 p. m" Station 10-810; 10.07H P. m., Station 528. 

Fire occurred aX Nos. 433 to 441 East Forty-eighth street, a five-story brick build- 
ing, 135 by 100 feet, occupied as a flour mill. • 

Fire originated on second floor and extended to third, fourth and fifth floors and 
basement through elevator chutes, considerably damaging building. 

Chief Officers present were Chief of Department Edward F. Croker, Deputy 
Chief Langford, Chiefs of Battalion Martin, Gray, Devanny and Kenlon and Acting 
Chiefs Hauck and Ryan. • 

The services of 15 engines, Search Light Engine 2， 5 hook and ladder companies 
and Water Tower 3 were required, and the duration of the fire was five hours. 

Cause unknown. 

At 10.13 P- m. and 10. 13.10 p. m. second and third alarms were sent out. 

. June 6, 1904, 1.04 a. m., Station 377. 

Fire occurred at Nos. 148 and 150 West Twenty-third street, a six-story brick and 
iron building, 50 by 100, occupied by dealer in wall paper. 

Fire originated on fourth floor and extended to fifth, sixth floors and roof by 
elevator shaft, stairway, pipe recesses, burning through flooring, considerably dam- 
aging building; also extended to Nos. 152 and 154 West Twenty-third street, a six- 
story brick and iron building, 50 by 100, occupied as trading stamps and photograph 
gallery, considerably damaging building. 

Chief officers present were Edward F. Croker, Chief of Department, Acting 
Deputy Chief Martin, Chiefs of Battalion Shay and Devanny and Acting Chiefs of 
Battalion Skelly and Hauck. 

The services of 14 engines, Search Light Engine 2, 4 hook and ladder companies 
and Water Tower 3 were required, and the duration of the fire was two hours. 

Cause unknown. 

At 1. 15 and i.tq a. m., respectively, second and third alarms were sent out. 
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June 6, 1904, 1.56 a. m.' Station 46. 

Fire occurred at No. 79 Ann street, a seven-story brick building, 2$ by 50, occu- 
pied as a manufactory for bottle corks. 

Fire originated in cellar and extended to first, second, third, fourth, fifth, sixth 
and seventh floors and roof, considerably damaging same. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Ross, Guerin, Larkin and Acting Chief of Battalion 
McAulife. 

The services of 13 engines, Search Light Engine i and 4 hook and ladder com* 
panies were required, and the duration of the fire was one hour and thirty minutes. 

Cause unknown. 

At 2.02 and 2.05 a. m., respectively, second and third alarms were sent out 

June II, 1904, 10.46 a. m., Station 123. 

Fire occurred at Nos. 457 and 459 Broome street, a six-story iron building, 60 
by 95， occupied by importers and manufacturers. 

Fire originated on sixth floor, considerably damaging same. 

Chief officers present were Chief of Department Edward F. Croker, Deputy 
Chief of Department Kruger, Chiefs of Battalion Larkin, Lucas and Kcnlon and Act- 
ing Chief Worth. 

The services of 14 engines, 4 hook and ladder companies and Water Tower X 
were required, and the duration of the fire was one hour. 

Cause unknown. 

At 10.57 and 11.02 a. m., respectively, second and third alarms were sent out. 

June 12, 1904, 3.46 a. m., Station 566. 

Fire occurred at Nos. 216 and 218 East Fifty-fifth street, a five-story brick build* 
ing, 125 by 100, occupied as a brewery. 

Fire originated on third floor and extended to fourth and fifth floors by stairway 
and elevator shaft, considerably damaging same; also to No. 214 East Fifty-fifth 
street, a five-story brick building, 50 by 100, occupied as a brewery, considerably dam- 
aging same. 

Chief officers present were Chief of Department Edward F. Croker, Chiefs of 
Battalion Martin, Gray, Dcvanny, Barrett and Kenlon and Acting- Chief of Battalion 
Hauck. 
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The services of 17 engines, 4 hook and ladder companies and Water Tower 3 
were required, and the duration of the fire was four hours and forty minutes. 

Cause unknown. 

At 3 51. 3.54 and' 4.07 a. m., respectively, second, third and fourth alarms were 
sent out. 

June 12, 1904， 3.59 a. m.， Station 239. 

Fire occurred at Nos. 604 to 608 Broadway, a six-story and sub-cellar brick build- 
ing, 75 by 100, occupied as a restaurant and for manufacturing purposes. 

Fire originated in sub-cellar and extended to cellar by pipe recesses and burning 
through flooring, considerably damaging same. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Larkin, Lucas and Kenlon and Acting Chief of Battalion 
Worth. 

The services of 13 engines and 5 hook and ladder companies were required, and 
the duration of the fire was seven hours. 

Cause unknown. 

At 4.12 and 4.24 a. m., respectively, second and third alarms were sent out. 

June 29, 1904, 11.40 a. m.， Station 170. 

Fire occurred at Nos. 483 and 485 Broadway, a five-story iron and stone, 50 by 
200, occupied as a shirt manufactory. 

Fire originated in sub-cellar and extended to cellar by burning through ceiling and 
pipe recesses, considerably damaging building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Kruger, Chiefs of Battalion Larkin, Lucas, Guerin and Acting Chief 
of Battalion McKernan. 

The services of 11 engine and 5 hook and ladder companies were required, and 
the duration of the fire was five hours. 

Cause unknown. 

At 11.46 and 11. 51 a. m., respectively, second and third alarms were sent out. 

June 29, 1904, 1. 15 a. m., Station 89. 

Fire occurred at No. 65 Park street, a three-story brick building, 25 by 100 feet, 
occupied as stores and offices. 

Fire originated on first floor and extended to second and third floors by stairway 
and hatchway; damage trifling. 
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Chief officers present were Chief of Department Edward F. Croker, Chiefs of 
Battalion Larkin, Lucas, Ross and Guerin and Acting Chief of Battalion McAulifFe. 

The services of 9 engines, Search Light Engine i and 3 hook and ladder companies 
were required, and the duration of the fire was forty minutes. 

Cause unknown. 

At 1.25 and 1.28 a. m., respectively, second and third alarms were sent out. 

July 6, 1904, 6.12 p. m., Station 2-334. 

Fire occurred at Nos. 270 to 276 Ryder avenue, a four-story brick building, 100 by 
110 feet, occupied by A. R. Brown, manufacturer. 

Fire originated on the second floor and extended to third and fourth floors through 
belt holes in floors, considerably damaging building ； also to No. 486 East One Hundred 
and Thirty-ninth street, a four-story brick building, 25 by 40 feet, occupied for storage 
purposes. 、 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Ahcarn, Chiefs of Battalion Sloan and King and Acting Chief of 
Battalion Sullivan. 

The services of 11 engine companies and 4 hook and ladder companies were 
required, and the duration of the fire was two hours. 

Cause, lightning striking building. 

At 6.17 p. m. and 6.19 p. m. second and third alarms were sent out. 

July IS, 1904, 8.19 p. m., Station 2-478. 

Fire occurred at No. 3489 Third avenue, a five-story brick building, 25 by 90 feet, 
occupied by dealers in playing cards. 

The fire originated on the second floor and extended to third, fourth and fifth 
floors by stairs, slightly damaging building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department Ahcam, Chiefs of Battalion Terpcny, Short and Acting Chiefs of 
Battalion O'Hearn and Winter. 

The services of 9 engine companies and 3 hook and ladder companies were required, 
and the duration of the fire was thirty minutes. 

Cause unknown. 

At 8.23 o'clock p. m., third alarm was sent out. 

July 21, 1904, 3.42 a. m., Station 146. 

Fire occurred at Nos. 211 to 215 Centre street, a six-story brick building, 75 by 150 
feet, occupied by machinists. 
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Fire originated on the 6th floor and extended to roof and fifth floor through flooring 
and ceiling, considerably damaging building. 

Chief officers present were Acting and Deputy Chief of Department Binns, Chiefs 
of Battalion Ross, Shay and Acting Chiefs of Battalion McAuliffe and Norton. 

The services of 12 engine companies, 4 hook and ladder companies and Water 
Tower i were required, and the duration of the fire was thirty minutes. 

Cause unknown. 

At 3.55 and 4.06 o'clock a. m.， respectively, second and third alarms were sent out. 

August 25, 1904, 6.18 p. m.. Station 587. 

Fire occurred at Nos. 319 to 325 East Sixty- fourth street, a five-story brick build- 
ing, 100 by 100 feet, occupied by furniture wood workers. 

Fire originated on the second floor and extended to third floor by elevator shaft and 
flooring, slightly damaging building. 

Chief officers present were Acting and Deputy Chief of Department John Binns, 
Chiefs of Battalion Gray and Martin and Acting Chiefs of Battalion 0，Hearn, Duffy 
and Skelly. 

The services of 7 engine companies, 4 hook and ladder companies were required, 
and the duration of the fire was two hours. 

Cause unknown. 

At 6.29 and 6.48 o'clock p. m., respectively, second and third alarms were sent out. 

August 26, 1904， 12.57 p. m., Station 477. 

Fire occurred at Nos. 203 and 205 West Fortieth street, a four- story brick building, 
45 by 80 feet, occupied as a boarding stable. 

Fire originated on the third floor and extended to roof by elevator and stairway, 
considerably damaging building; also extended to No. 201 West Fortieth street, a one- 
story brick building, 30 by 25 feet, occupied as a butcher store ； also to No. 560 Scvcntfr 
avenue, a three-story brick building, 25 by 50 feet, occupied as a clothing store ； also 
to No. 562 Seventh avenue, a five-story brick building, 25 by 70 feet, occupied as a 
hotel ； damage trifling. 

Chief officers present were Acting and Deputy Chief of Department Binns, Chiefs 

of Battalion Martin, Gray and Shay and Acting Chief of Battalion Duffy. 

The services of 9 engine companies, 4 hook and ladder companies and Water 
Tower 3 were required, and the duration of the fire was thirty minutes. 

Cause unknown. 

At I o'clock a. m., third alarm was sent out. , 
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September 29, 1904, 9.56 p. m.. Station 121. 

Fire occurred at Nos. 376 and 378 Greenwich street, a five-story brick building, 50 
by 100 feet, occupied for business purposes. 

Fire originated on fourth floor and extended to fifth, third and second floors and 
roof, through flooring, considerably damaging building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief of 
Department Kruger, Chiefs of Battalion Hayes, Ross, Larkin and Acting Chief of 
Battalion Worth. 

The services of 14 engine companies, 4 hook and ladder companies, Water Tower 
I and Search Light Engine i were required, and the duration of the fire was five 
hours. 

Cause unknown. 

At 10.04 P- m. and 10.09 p. m., respectively, second and third alarms were sent 

out. 

September 29, 1904, 10.33 P. m., Station 330. 

Fire occurred at Nos. 454 456 and 458 West Fourteenth street, a three-story brick 
building, 75 by 100 feet, occupied by wholesale butchers. 

Fire originated in cellar and extended to roof through pipe recesses, consider- 
ably damaging building ； also extended to No. 452 West Fourteenth street, a three-story 
brick building, 25 by 60, occupied as a liquor store, slightly damaging building; also 
extended to No. 52 Tenth avenue, a three-story brick building, 25 by 70 feet, occupied 
by butchers and packers, slightly damaging building ； also to No. 54 Tenth avenue, three- 
story brick building, 25 by 70 feet, occupied by wholesale butcher, slightly damaging 
building. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
of Department William Duane, Chiefs of Battalion Kcnlon, Larkin, Shay, and Acting 
Chiefs of Battalion Worth and Skully and McGuire. 

The services of 15 engine companies, 5 hook and ladder companies. Search Light 
Engine 2 were required, and the duration of the fire was forty-two hours. 
Cause unknown. 

At 11.20 p. m. and 1.38 a. m., respectively, second and third alarms were sent out. 

October 7, 1904， 6.25 p. m., Station 183. 
Fire occurred at No. 58 Sullivan street, a six-story brick building, 50 by 60 feet, 
unfinished building. 

Fire originated on second floor and extended to all floors and roof by window 
openings and roof, considerably damaging building ； also extended to Nos. 60 and 62 
Sullivan street, a six-story brick building, 40 by 30 feet, occupied by tenants as a 
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dwelling ； damage, trifling ； also extended to No. 9 Clark street, a three-story frame and 
brick building, 20 by 30 feet, unfinished building ； damage, trifling. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
of Department Charles W. Kruger, Chiefs of Battalion Guerin, Larkin and Ross, and 
Acting Chief of Battalion McKernan. 

The services of 10 engine companies, 4 hook and ladder companies and Water 
Tower I were required, and the duration of the fire was eight hours. 

Cause unknown. 

At 6.30 o'clock p. m. and 6.33 o'clock p. m., respectively, second and third alarms 
were sent out. 

October 29, 1904, 6.36 a. m., Station 49. 

Fire occurred at No. 222 Front street, west side of Peck slip and Beekman street, 
a fivc-story brick building, 25 by 65 feet, occupied by glue manufacturers. 

Fire originated on the first floor and extended to second, third, fourth and fifth 
floors and roof by stairway, belt holes, hatchways, considerably damaging building ； also 
to No. 224 Front street, a five-story brick building, 25 by 65 feet, occupied by glue manu- 
facturers. 

Chief officers present were Chief of Department Edward F. Croker, Deputy Chief 
Kruger, Chiefs of Battalion Hayes, Larkin and Acting Chief Brogan. 

The services of 13 engine companies, 4 hook and ladder companies and Water 
Tower I were required, and the duration of the fire was one hour. 

Cause unknown. 

At 6.40 a. m. and 7.07 a. m. second and third alarms were sent out. 

November 2, 1904, 5.59 p. m" Station 348. 

Fire occurred at Nos. 427 and 429 West Thirteenth street, to Nos. 450 and 43a 
West Fourteenth street, a fivc-story brick building, 50 by 200 feet, occupied as a dwelling 
and for business purposes. 

Fire originated on the fourth floor and extended to third and fifth floors and roof 
by stairs, pipe recesses, considerably damaging same. 

Chief officers present were Acting Chief of Department John Binns, Deputy Chief 
of Department Duane, Chiefs of Battalion Shay, Guerin, Larkin and Acting Chief 
Skelly. 

The services of 13 engine companies, 4 hook and ladder companies and Water 
Tower 2 were required, and the duration of the fire was one hour and thirty minutes. 

Cause unknown. 

At 6.04 p. m. and 6.12 p. m. second and third alarms were sent out. 
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November 4, 1904, 7.38 a. m.. Station 4-554 ； 7.40 a. m., Station 265 ； 8.02 a. m., Station 

265； 8.04 a. m., Station 265. 

Fire ocurrcd at No. 620 Broadway, a six-story iron and brick building, 25 by 300 
feet, occupied by manufacturers of children's clothing and fancy notions. 

Fire originated on the fifth floor and extended to sixth floor by shafting, consider- 
ably damaging same. 

Chief officers present were Acting Chief of Department John Binns, Deputy Chief 
of Department Kruger, Chiefs of Battalion Larkin and Hayes, and Acting Chiefs of 
Battalion Aheam and Skclly. * 

The services of 7 engine companies, 4 hook and ladder companies and Water Tower 
2 were required, and the duration of the fire 、yas one hour. 

Cause, defective wires. 

At p. m. and 8.04 p. m. second and third alarms were sent out. 

December 12, 1904, 3.51 a. m.， Station 69. 

Fire occurred at No. 271 Water street, a five-story brick building, 25 by 100 feet, 
occupied by importers of shellac and varnish. 

Fire originated in cellar and extended to first, second, third, fourth and fifth floors 
and roof by stairway, pipe recesses and belt holes, considerably damaging building ； 
also to No. 25 Front strct, a five-story brick building, 25 by 100 feet, considerably 
damaging same. 

Chief officers present were Chief of Department Edward F. Crokcr, Deputy Chief 
Kruger, Chiefs of Battalion Ross, Hayes, Lucas and Acting Chief of Battalion • 
McAuliffe. 

The services of 14 engine companies, 4 hook and ladder companies, Search Light 
Engine i and Water Tower i were required, and the duration of the fire was two 
hours. 

Cause unknown. 

At 4.01 a. m. and 4.18 a. ai. second and third alarms were sent out. 
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Classified Description of 



Size. Style of Size in inches of 



u 



Crane reck. 





Double 


8^ 6 


4Ji 


7.SIO 


Clapp patent, 6o-inch 
Nest • tube' 6o-inch by 


Double 


7H 7 

ft 










n 竇 4 






La France, 33-inch by 


Doable 


7H 7 


4Ji 


6.740 


ScctMnal coil tube^ 
32-lnch by 63-inch . . 


Double 


8H 7 




7,890 


Drop tube, 3S-!nch 
patent pen tube. . . . 


Double 


7 




8,368 


Nest , tube, go-inch by 


Dodble 


9^ 6 


4H 


7tfao 


Nwt tttbfe, 64-iMh ^ 


Double 


8H 7 






Nest, tube, 62-inch by 


VmMe 


• 


4K 


6,aio 


35-inch patent pen 


Double 


8 7 


4H 




Sectional, coil, 6o^nch 


Double 


7% 7 


4H 


7»6oo 


Submerged flue, 6a- 
inch by 31 -inch • • • • 


Double 


6H 8 




M84 


Nest tube, 60-iiich by 


Double 


8^ 6 


4H 





• Crane neck. 31 -inch patent pen 

tube Drop tube, 

62-inch by 
3 1 -inch 6}i 

• Crane neck Nest tube, 6o*inch by 

30-inch Drop tube, 

62-inch by 
31 -inch 



Str^gh^ frame. .. C. & T. patent, 63- 
inch by 31-inch •••• Double 6Ji 

U tank Amoskeag, 60-inch by 

30-inch Double 8 



8 



6 



8 



13 



4H 



4H 



,800 



4^0 



4H 6.700 

4H 6,750 



4. 



Frame. Boiler. Engine. 



•IM I 



1 

•d 舊 J 
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ManufMturer't 

▲ 



Name. 



New BoUcrif Pimipi» Etc 



、广 



人 



NmB- 
bcr. 



When. 



By Whom. 



1891 


La France Manufacturing 


20a 






Clapp & Jones Compny. 


4>5 




f866 


La prance Manisfactoring 
Anoskeag Manufactaring 


164 


： 说 


1886 
Ml 


Clapp ft Jones Company. 
a«pp & Jone 露 Company. 


47$ 


tS93 
189s 


1883 


Clapp & Jones Company. 


380 


189s 


1890 


La France Manufacturing 






1 88 J 


Clapp Jk Jones Company. 


383 


'•94 


1003 


A k 一 A «% 編 A M ■« WMflP 

x\ n r c n ■ jMRnuiBCiurixig 


3S8 


1894 


1880 


Clapp & Jones Company. 


351 


1894 


1885 


Clapp & Jones Company. 


463 


1896 


1895 


M a ncbeiter Locomotive 


715 




1891 


La France Manufacturing 


303 




1871 


Amoskeag Manufacturing 


3$9 


1883 


1R89 


La France Manufacturing 


164 




1867 


Amoskeag Manufacturing 


226 


187s 


1866 


Amoskeag Manufacturing 


162 





New boiler, R. & S.; n< 



ew 
La 



New boiler, La Fiaaoe 

Co 



New boiler, Amoskeag Com- 
pany 



Spare 
Spare 

Spare 



boiler and xd>aik, 
France Company Spare 

Nenr boiler and rebuilt, Im 
France Company Spare 

New boiler Spare 

New boiler and rebuilt. La 
France Com|>any Span 



Spare 

bmpany • Spare 



New boiler and rebuilt. La 
France Company Spare 

New boiler and rebuilt, 
American Fire Engine 
Company Spars 

New boiler and rebuilt, 
Clapp & Jones Spare 

Spare 



Spare 



Spare 
Spare 
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Harp tank Amoskcag, 28-inch by 

6o-inch 

Crane neck. Amoskeag, 60-inch by 

30-inch 



Straight frame. . . 
Straight frame. . . 



30-inch patent pen 
tube 



30-inch Latta 



Crane neck 30-inch by 6o-inch . . . . 

Harp tank , Nest tube, 28-inch by 

60-inch 

Crane neck. Nest tube, 60-inch by 

30-inch 

Crane neck Water tube, 66-inch by 

36-inch 



Crane neck. 



66-inch by 36-inch . . . . 



Cr^me neck Nest tube, 60-inch by 

33-inch 

Crane neck Vertical tube, 66-inch 

" by 36-inch 

Crane neck Sectional tube, 62 -inch 

by 30-inch 



Cra.ie neck Nest tube, 62-inch by 

33-inch 

Crane neck Nest tube, 62-inch by 

32-inch 

Crane neck Sectional coil, 62-inch 

by 30-inch 



Crane nrck. 



.... Vertical tube, 66-inch 
by 36-inch 

Crane neck Sectional coil, 64-inch 

by 35-inch 

Crane neck --, Sectional coil, 66-inch 

' by 36-inch 

Crane neck Nest tube, 60-inch by 

-"-inch 

Cr;ine neck Nc^t tube, 60-inch by 

30-inch 

Crane neck Nest tube, 64-inch by 

36-inch 

Crane neck. •••••• Nest tube, 60-inch by 

" 30-inch 

Crane neck Vertical tube, 66-inch 

by 32-inch 



Single 


/ 7"， 




， 


，/" 籍 


5,8ro 


Double 




8 






Double 




6 




6,000 


Single 


8 






S.87S 


Double 




8 




6,800 


Single 




9 




5,700 


Double 


85< 


6 




7.490 


Double 


9 


8 




9,610 


Double 


9 


8 






Double 


8^ 


8 




8,060 


Double 


9 


8 




9,547 


jjouDie 


974 





_ xz. 


0,200 


Double 




8 


4^ 


9»oi5 


Double 




8 




7,950 


Double 


8 






7.536 


Double 


9 


8 




9.750 


Double 


9 


8 






Double 


9 


8 




9,aao 


Double 




8 




8,170 


Double 


9% 


6 


5^ 


6,010 


Double 


8K 


9 




9.890 


Double 


9^ 


6 


5^ 


6,300 



Double 9 



8 



9»7oo 



Sisc Style- o£ Sizs in inches of 



4. 5. Frame. Boiler. Engine. 



til • 

、 
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1877 Amoskeag Manufacturing 

Company 517 

1875 Amoskeag Manufacturing 

Company 437 

1883 Clapp & Jones Company. 417 

1883 A h r e n s Manufacturing 

Company 354 

187X Amoskeag Manufacturing 

Company 362 

1887 Amoskeag Manufacturing 

Company 5x9 

1889 La France Company 165 

1 898 American Fire Engine 

Company 3575 

1897 American Fire Engine 

Company 3499 

1892 La France Company 233 

1900 American Fire Engine 

Company 2684 

1 88 1 Clapp & Jones Company. 362 

1888 La France Company 

1900 La France Company 436 

1880 Clapp & Jones Company. 352 

1900 American Fire Engine 

Company 2707 

1896 American Fire Engine 

Company 3456 

1807 American Fire Engine 

Company 2500 

1893 La France Company 257 

1 88 1 Clapp & Jones Ccmpany . 370 

1900 La France Company 44^ 

1884 Clapp & Jones Company. 432 

1900 American Fire Engine 

Company 2708 



890 

89s New boiler, L* France 

Company Spare 

889 New boiler and rebuilt, La 

France Company Spare 

898 New boiler, L« France 

Company • . ■ Spare 

899 New boiler, Gleason-Bailey 

Company Spare 

883 New boiler, Clapp & Jones 

Company Spare 

888 New boiler, La France 

Company Spare 

889 Spare 

Engine 1 

Engine a 

Engine 3 

Engine 4 

896 New boiler and rebuilt, 
American Fire Engine 
Company Engine 5 

899 New boiler and rebuilt, La 

France Company Engine $ 

Engine 6 

894 New boiler and rebuilt, • 
American Fire Engine 
Company Engine 7 

Engine 8 

Engine 9 

Engine 10 

896 New pumps, Repair Shops … Engine 11 

896 New boiler and rebuilt. La 

France Company Engine u 

Engine " 

808 New boiler and rebuilt, La 

France Company Engine 13 

Engine ij 



Manufacturer's New Boilers, Pamp% Etc 

A * 



Num- 
ber. 



Nftme. ber. When. By Whom. Where la Scrrte 



few £ psid 

• J© ns 8qM 
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Crane neck Nest tube, 62-inch by 

36-inch 

Cratie neck • Nest tube, 62>inch bf 

364ficb 

Crane neck Sectional coil, 64-inch 

by 35- inch 

Crone neck Nest tube, 6o-inch by 

30-incfa 

Crane neck Sectional tube, 62-inch 

by 32-iiich 

Crane neck Sectional tube, 60-inch 

by 30^ifich 



Crane nrrk Circular tube, 63-incfa 

by 3 J- inch 

Crane neck Sectional tube, 66-inch 

by 36-inch 

Crane neck Sectional tube, 64-inch 

by 3S-inch 

Crane neck Sectional tube, 64-incb 

by 35 inch 

Crane neck Nest tube, 6o-iiich by 

30-inch 



Crane 
Crane 
Crane 

Craue 

Crane 

Crane 

Crane 

Crane 
Crane 

Crane 
Crane 



neck Nest tube, 6o-inc)i by 

30-inch 

neck Nest tube, 6o-inch by 

30*inch 

neck Sectional tube, 64-inch 

by 34-inch 

neck Nest tube, 60-inch by 

30-inch 



neck Sectional tube, 

by 32 -inch . 



neck Nest tube, 6o-inch by 

30- inch 

neck Sectional tube, 64-inch 

by 35-inch 

neck Nest tube, 66-inch by 

3 1 - inch 

neck Nest tube, 65-inch by 

36-inch 

neck •• Fox vertical, 66-inch 

by 36-inch 



neck Nest tube, 6 5 -inch by 

36-inch 



Double 


m 


9 




8,780 


Double 




9 




8.79* 


Double 





8* 




8.400 


Double 




6 




6^J90 


Double 






* 着 ✓ 


_ 0»歲 
7,870 


Double 


954 


6 


—曹 •/ 


6, 巧 S 


Double 




8 


AM 


9.067 


一 L , ____ 

Double 


9 


& 


« 曹 ✓ 


9>479 


Double 


9 


% 




8,360 


Double 


9 


8 




8*155 


Double 


754 


8 


4H 




Double 




8 


4H 




Double 




9 


5^ 


9>3X5 


Double 


9 


8 


sM 


8,460 


Double 


9% 


6 




6,306 


Double 








7.790 


Double . 


9H 


6 




6,306 


Double 


9 


8 




8,3«5 


Double 




8 


sH 


8,810 


Double 




9 


5^ 


9*545 


Double 


9 


8 


s>i 


9.3«o 


Double 


m 


9 


1% 


9.S97 



Crane I'cck Nest tube, 6o*inch by 

33-inch 



Double 8^ 8 



•oao 



Size. Styfe of Siie in indict of 

K. . _ . . __K K 



j; 3. 4. 5. Frame. Boiler. Engine. 



r 

dfln£ 



厂 lass 
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Manuftctucer' 



New Boiler 8j Pumps, Etc. 



C/3 



•1 



a 



Mi 



Name. 



Num- 
ber, When. 



Bj Whom. 



894 
891 

884 

900 

884 



899 
Spa 

89s 
896 

891 



La France Company 

La France Company 

Clapp & Jones Company. 
Qapp & JonM CompMir- 



American F i 
Company •• 



i Engine 
Clapp & Jones Company. 



Mo La France Company. 



Ajnericaii F i 

Coi 



>fnpany 

irican 】 
>mpany 



American Fire Sngiw 
Coi 



Americao F i 
Company . . . 



L 翁 France Company 



La France Company 

La France Company 

Clapp & Jones Company. 



884 Oapp & Jones Company . 
882 Clapp & Jones Company. 

864 Clapp & Jones CompMiy. 

893 . American Fire Engine 

Company 

886 La France Company 

897 La France Company 

890 Clapp & Jones Company. 
899 La France Company 



398 Engine 14 

999 •• Engine 15 

558 Engine 16 

438 1898 New boiler and rebuilt, La 

France Company Engine 16 

27z6 Engine 17 

430 1899 New boiler and rebuilt, 
American Fire Engine 

Company Engine 18 

ia6 1899 New boiler and rebuilt. La 

France Company Engine 18 

3664 Engine 19 

Z220 • • Engine jo 

31^2 Engine ai 

307 1898 

1900 Repaired by La France 

Company Engine as 

335 Engine 43 

369 Engine 34 

5^9 1893 New tub«t, American Fire 

、 Engine Company Engine 35 

436 1898 New boiler and rebuilt. La 

France Company Engine ，6 

3St 1895 New boiler and rebuilt 
American Fire Engine 

Company Engine a6 

434 1898 New boiler and rebuilt. La 

France Company Engine af 

2221 Engine " 

108 1897 N«w boiler and rebuilt, La 

France Company Engine j8 

378 Engine 99 

544 TQoa New boiler 象 nd rebuilt. 
International Fire Engaae 

Company Engine 30 

411 Engine 31 



893 La France Company 258 



Engine 31 
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Crane ii'^ck. 



Sectional tube, 
by 32*inch . 



Double 7H 



4H 7.346 



Crane neck Nest tube, 64-inch by 

36-inch 



Double 



Crane neck Sectional tube, 32-inch 

by 62-inch Double 



8H 

7^ 



9 



4H 



9,940 
7,739 



Crane neck Nest tube, 62-inch by 

36-inch Double 

Crane neck Nest tube, 60-inch by 

30-inch Double Syi 

Crane neck Sectional tube, 62-inch 

by 30-inch • Double 7 

Crane neck. . . . . . Sectional tube, 60-inch 

by 30-inch Double 6% 

Crane neck Submerged flue, 60- 

inch by 28 ^ -inch.. . Double 6^ 

Crane neck Nest tube, 60-inch by 

30-inch Double 754 

Crane neck Nest tube, 60-inch by 

30-inch Double 754 

Crane neck Sectional tube, 62-inch 

by 30-inch Double 9^ 

Crane neck Sectional tube, 60-inch 

by 30-inch Double 6yi 

Crane neck C. and J., 62-inch by 

32-inch Double 8^ 

Crane neck Sectional coil, 62-inch 

by 30-inch Double 6^ 

Crane neck Sectional tube, 62-inch 

by 32-inch Double 

Crane neck Nest tube, 60-inch by 

30-inch Double Syi 

)• 62-inch by 

9}i 



9 
6 



8 



8 

6 



Straight frame . . . 



Pen tube, 62-inch by 
30-inch 



Double 



6 
6 



4H 
4H 



4H 

5^ 



4H 



9,340 
7,710 

6,9*5 
6,590 
6,660 

6,88， 
S'300 
6,6x0 
7,530 

7.4SO 



5>895 



Crane neck Sectional tube, 30-inch 

by 60-inch 

U tank La France, 31 -inch by 

6 卜 inch 

Crane neck C. and J., 31 -inch by 

62-inch 



Straight frame , 



La France, 31 -inch by 
66-inch 



Double 9l/i 6 s3^ 5,300 



Double 8 12 4f^ 6,750 



Double 6Ji 8 4% 6,800 



Double 6Ji 8 4^ 6.700 



Size. Style of Size in inches of 

1 , A - 



3. 4. s. Frame. Boiler. Engine. 



ISM 

.co¥s JO slojls 
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Manufacturer' 霧 New Boiler 霧， Pumps, Etc 

A . . A 



Num- 

Name. bcr. When. By Whom. Where in Service. 



1883 Clapp & Jones Company . 413 

1900 La France Company 435 

1887 Clapp & Jones Company. 491 

1896 La France Company 34S 

1890 La France Company 186 

1894 American Fire Engine 

Company 2296 

1898 American Fire Engine 

Company 2596 

1898 Amoskeag Manufacturing 

Company 739 

1895 La France Company 336 

1893 La France Company 233 

1 88 1 Clapp & Jones Company . 375 

1898 American Fire Engine 

Company 2597 

1896 American Fire Enginf; 

Company 2432 

1883 A h r c n s Manufacturing 

Company 360 

1 901 American Fire Engine 

Company 2(802 

1889 La France Company 163 

1883 Clepp & Jones Company. 409 

1 881 Clapp & Jones Company. 371 



t866 Amoskeag Manufacturing 



Company 160 

1871 Amoskeag Manufacturing 

Company 360 

1868 Amoskeag Manufacturing 

Company 206 



Engine 33 

898 New boiler and rebuilt, 
American Fire Engine 

Company En^ne 33 

Engine 34 

898 Repaired, La France Com- 
pany Engine 35 

Engine 36 



Engine 37 

Engine 38 

Engine 39 

Engine 40 

897 New boiler . and rebuilt, 
American Fire Engine 



Company Engine 43 

Engint 42 

Engine 44 

892 New boiler and rebuilt, La 

France Company Engine 45 

Engine 46 

Engine 47 



898 New boiler and rebuilt, 
American Fire Engine 



Company Engine 48 

... New boiler and rebuilt, 
American Fire Engine 
Company Engine 49 

889 New boiler and rebuilt. La 

France Company Engine 49 

13th Battalion 

886 New boiler, La France Com- 
pany Engine 49 



rebuilt. 
Engine 

Engine 3a 



896 New boiler 
American 
Company 



90 



HP 



Size. Style of SUe in inches of 

A A ^ 



U tank La France, 31 -inch by 

61 'inch 

Crane neck Submerged flues, 6a- 

inch Dy 31 -inch. . . . 

Crane neck Sectional tube, 6o*inch 

by 30'inch 



Double 8 12 
Double 6^ S 
Double - 7^ 6 



Crane neck Sectional tube, 62-inch 

by 32-inch 

Crane neck Nest tube, 65-inch by 

36-inch 

Crane neck Sectional tube, 60-inch 

by 36-inch 

Crcne neck Nest tube, 62-inch by 

30-inch 

Crane neck Nest tube, 60-inch by 

30-inch 

Crane neck Sectional tube, 62-inch 

by 30-inch 

Crane neck Nest tube, *6o-inch by 

30- inch 

Crane neck Nest tube, 62-inch by 

3 1 - inch 

Crone neck Nest tube, 60-inch by 

30-inch 

Crwi« neck Nest tube, 65-inch by 

36-inch 

Crane neck Nest tube, 60-inch by 

28-inch 

Crane neck Nest tube, 60-inch by 

28-inch 

Crane neck Sectional tube, 60-inch 

by 30-inch 



Double 






Double 




9 


Double 


9 


8 


Double 


7J4 


8 


Double 


7H 


8 


Double 






Double 


7Va 


8 


Double 


9^ 


6 


Double 


9^ 


6 


Double 




9 


Double 






Double 


654 





Double 7J4 6 



Crane neck. 



Sectional tube, 60-inch 
by 30-inch Double 9% 6 



Crane neck Submerged flue, 60-inch 

by 28^ -inch Double 6% 8 

Crane neck Nest tube, 64-inch by 

30-inch Double 8fi 9 

Crane neck • • Nest tube, 60-inch by 

30-inch Double 9% 6 

Crane neck Sectional tube, da-inch 

by 33-inch Double 754 7 



Crane neck. 



Fox tube, 30- inch by 
60-inch Double 6^ 



3. 4. 5. Frame. Boiler. Engine. 



6,750 
7,aoo 

5.030 

7.940 

9.64* 
9*448^ 

7,930 
6.93S 

7»074 
6,310 

6,670- 
6.590 
6,097 

6,31s 
6,6a5 

7,520 



1 



JO SIOJls 



4 4 4 4 s 5 444 45 5 54 4 4 s 3 s s 4 4 
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Mmnttfacturer's New Boilers, Pumpf, Etc 



>■ 、, & 



Num* 

Name. ber. Wbm. By ^Vbom. Where in Scrricv^ 



866 Amoskcag Manufacturing 

Company 159 



1879 New boiler, Amockeag Com- 



1889 



P«ny 

New Doiler and rebuilt. La 



89 s Manchester L o c omotive 

Works 714 . . . . 

904 Citpp & Jones Company. 452 1899 



900 American Fire Engine 

Company 2727 

897 La France Company 377 

899 American Fire Engine 

Company 2663 . 

900 La France Company 43^ . 

893 La France Company 356 . 

894 American Fire Engine 

Company 2297 . 

895 La France Company 321 

881 Clapp St Jones Company. 365 1897 



881 Clapp & Jones Company . 368 1896 

898 La France Company 395 . . . . 

898 La France Company 40c .... 

898 La France Company 399 .... 



France Company 



New boiler and rebuilt, 
American Fire Engine 
Company 



New boiler, La France Com* 
pany 

New boiler, La France Com- 
pany 



Engine 49 
Engine 49 

Engine 50 

Engine 5J 

Engine 53 
Engine 54 

Engine 55 
Engine 56 
Engine $Z 

Eni^ne $9 
Engine 60 

Engine 6t 

Engine 62 
Engine 6s 
Engine 67 

Engine 68 



882 Clapp & Jones Company. 397 1899 Ne 



cw boiler and rebuilt, 
American Fire Engine 
Company Engine 69 



M4 CUpp ft Jones Company. 433 



； 899 New boiler and rebuilt, 
American Fire Engine 
Company Engine 70 



899 Amoskcag Manufacturing 
Company 秦》 



900 La France Company. 



740 
4^4 



Engine 71 
Engine 72 



881 Clapp & Jones Company. 

901 International F. E. Com- 
pany; American F. E. 
Company 

901 International F. £. Com- 
pany; American F. £. 
Company 



359 1896 New boiler and rebuilt, La 

France Company Engine 73 



Engine 74 



Engine 75 
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Size. Style of Size in inches of 

A : : A 一 A 



Crane neck Submerged flue, 38-inch 

by 66-inch 

Crane neck Submerged flue, 38-inch 

by 66-inch 

. . • • Crane neck Submerged flue, 30-inch 

by 64-inch 

.. Crane neck Submerged flue, 30-inch 

by 64-inch 



Crane neck Fox water tube 



In use from sunset 
to sunrise Searchlight Nest tube, 60-inch by 



In use from 
to sunrise. 



Searchlight. 



Double 10 8 

Double 10 8 

Double 6yi 8 

Double 6yi 8 

Double • • • • 



28-inch Singh 



Nest tube, 6o-inCh by 
26-inch Singl< 



sH 10,300 

sH X0.300 

4H 7.600 

4H 7.600 

7f30O 



-wheel chemical 

engine First size 



4-w heel chemical 
engine 

4-w heel chemical 
engine 

a>w heel chemical 
engine 

3-w heel chemical 



First size . 
First size . 
Second size 
Second size 



Combination chemicml engine and hoae wagon (single tank) Charged, 4,090 

Combination chemical engine and hose wagon (single tank) Charged, 4»SM 

Combination chemical engine and hose wagon (single tank) • Not charged, ，《470 

Chemical engine (double tank) Charged, 4,615 

Combination chemical engine and hose wagon (single tank) Not cbarfed, 3,470 

Chemical eoirine (double tank) Not charged, 3,410 



2. 3. 4. 5. Frame. Boiler. Engine. 



、 

•dt6£ 



厂 .bpuHico fl15s 



Chemical engine (double tank) 
Two hand engines 



Not charged, 4,j$o 
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Manufacturer 't» New Boilers, Pumps, Etc. 



丄 、, 、 



Num- 

Name. ber. When. By Whom. Where in Service. 



1903 W. S. Nott Company. . . . 46】 



2d Battalion 



1903 W. S. Nott Company. . . . 460 

X 903 W. S. Nott Company … • 4^8 

'903 W. S. Nott Company. . . . 427 

190a International F. £. Com- 



pany 



55i 



1900 Lm France Company. 



1 901 La France Company , 



1873 
1873 
1873 



Babcock Man ufacturing 
Company 

Babcock Man ufacturing 
Company 

Babcock Man ufacturing 
Company 

Babcock Man ufacturing 

Company 

Babcock Man ufacturing 

Company 



xoi 
loa 
103 
9 



1896 

1896 

1899 
1886 

1899 
1898 



Fire Engine Manufactur- 
ing Company 3 

Charles T. Holloway. . . . J 

Rumsey & Co 6 

Fire Engine Manufactur- 
ing Company i 



Rurosey & Co, 



Fire Enpne Manufactur- 
ing Company 



1898 Charles T. Holloway 



Engine 18 
1 2th Battalion 
xoth Battalion 
Engine 30 



Bullock marine type multi- 
polar generator 01 s kilo- 
watts, 2.18-inch projector 

lamps Hook and Ladd«r J4 

Bullock marine type multi- 
polar generator 01 5 kilo- 
watts, 1.16-inch projector 
and x.x 6-inch renector 
lamp Engine 20 

15th Battalion 



Engine 49 

Engine 49 

Engine 49 

Engine 49 

Engine 61 
Engine 63 
Engine 64 

Hook and Ladder 19 
Engine 70 

Engine 79 

Hook and Ladder J3 

Engine 40 



JO sna 
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Classified Description of Hook and Ladder Trades. 



Style 



Lonceit 
Ladoer. 



ICanufacturer. 




WbcrcUied. 



Roiulation roller 
n-ame 75 foot extension 

Aerial turn-table. .85 foot extension 

Dedeiick aerial 
extension 75 foot-«3rtension 



Hayes' turn-table.. 8s 
Aerial turn-tAble. .8$ 
Steel roller frame. 70 



foot extension 
foot extension 
foot 



Steel roller frame. 70 foot. 



Babcock aerial 

turn-table 70 foot extension 



Hftjret' turn-table. . 85 foot extension 

foot extension 



Dederick aerial 
extension 75 



Steel roller frame. 70 foot. 
Steel rollcf frame. 70 foot. 
Steel roller frame. 70 foot. 



Steel roller frame. 70 foot. 



Hayes' turn-table. . 85 foot extcntion 

Hayes' aerial exr 
tension 85 foot extension 



Dederick aerial 
extension 85 foot extension 



Hayes' turn-table • 7 $ 
Dederick aerial 



75 



foot extension 
foot extenBion 



Hayes' turn-table. 85 foot extension 



Dederick aerial 
extension 85 



foot extension 



Dederick aerial 



, 65 foot extension 



Rumsey & Co., Seneca 
Falls. N. Y 

F. S. Seagrave, Colum- 
bus. O 

International Fire-ea- 

？'. nc Company, New 
ork 

La France Company, 
Elmira, N. Y 

La France Company, 
Elminu N. i 

Gleason a Bailey M«a> 
ufacturing Company, 
Seneca FalU. N. Y. 

Gleason & Bailey Man- 
ufacturing CompaoT. 
Seneca Falls, N. Y. 

The Fire Extinguisher 
M anufactu ring 
Comsany, Chicago, 
111., for S. F. Hay. 
ward & Co., New 
York 

La France Company, 
Elmira, N. Y 

International Firc-cn- 
Kine Company* New 
York 

Rumsey & Co" Seneca 
FaHa, N. Y 

Rumsey & Co., Seneca 
Falls, N. Y 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls. N. Y. 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls. N. Y. 

La France Company, 
Elmira, N. Y 



Firc-€n- 

？' nc Company, New 
ork 

International Fire-«n- 

fine Company, New 
ork 

La France Company, 
Elmira, N. Y 



Firc-en- 

？' ne Company, New 
ork 

La France Company, 
Elmira, N. Y 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y. 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y . 



892 

903 

886 
893 

890 



直 900 
1891 

«903 
189a 
189^ 



39 

6S 

69 

44 

37 



63 
38 

41 



Hook mod Ladder 篡 
Hook and Ladder a6 

Hook and Ladder j 

Hook aad Ladder $ 

Hook and Ladder 4 

•Hook and Ladder 5 

Hook and Ladder 5 



Hook and Ladder ( 
Hook and Ladder 7 

Uo6k and Ladder 7 
Hook and Ladder 8 
Hook and Ladder 9 



1894 4S H«6k and Ladder 10 

1895 so Hook and Ladder 1 1 
1886 31 Hook and Ladder u 

1 901 aa2 Hook and Ladder 13 

190 1 64 Hook and Ladder sj 

1888 34 Hook and Ladder 14 

1903 71 Hook and Ladder 14 

1900 61 Hook 象 Ladder 15 

1900 60 Hook and Ladder 16 

1898 57 Hook and Ladder ij 
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I Regulation roller 

frame 6$ foot. 

a Roller fmne 60 foot. 



Dederick aerial 
extension 85 foot extension 



Hayes' turn-table. 85 foot extension 

Dederide acri ml 
extension 85 foot extension 



Roller frame 73 foot extenilon 

Roller frame 60 foot 



Aerial extension 
ladder 7$ foot extension 

R«gulation roller 
irmme 60 foot extenilon 



Dederick aerial 
cxtefwion 85 foot extension 



Dederick aerial 
eartention 75 foot cxttnuon 



Dederick me r i a 1 
extension 75 foot extension 



Dederick a 
extension 



Dederick 



,75 foot extension 



ial 



.75 foot extension 



Goose neck 60 foot. 

Two wheel 40 foot. 

Two wheel 40 foot. 

Two wheel 50 foot. 

Two wheel 50 foot. 

Roller frame 50 foot. 

Roller frame 40 foot. 



Repair Shop, New 
York X87J 

Gleason & Bailey Man- 
ufacturing Companr, 
Seneca Falls, N. Y. 1893 

GlMson & Bailey Man- 
ufacturing CoimanT, 
S«neca FftUt. N. Y. 1896 

Lm France Company, 

Elmira, N. Y 1887 

La France CompMjr, 
Elmira, N. Y., for 
International Fire- 
engine Company, 
New York 19M 

Repair Shop 1669 

Gloason & Bailey Man- 
ufacturing Companr, 
Seneca Falls, N. Y. . rtf4 

F. S. Seftgrave, Colum- 
bus, 190* 

Gleason & Bailey Man- 
ufacturing Companr, 
Seneca Alls, N. Y. 1898 

GleMon, Bailey & 
Rumsey, branch of 
International Fire- 
engine Company •• ifoi 

Gleason, Bailey & La 
France Company, 

Fire - engine Com- 
pany 190a 

International Fire-en- 

？' ne Company, New 
ork 1903 

International Fire-cn- 
Rine Company, New 
York 1903 

International Fire-cn- 
eine Company, New 
York 1903 

Vol. Dept 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y. 1896 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y. 1896 

Bangor Ladder Com* 
pany 

Bangor Ladder Com- 
pany 

Repair Shop, New 

York 1 88a 

Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y. 1895 



la Hook and Ladder 18 



43 Hook and Ladder 19 



S3 
J' 



€6 
6 

47 
68 



69 



Hook and Ladder ao 
Hook and Ladder jo 



HmIt 麵 d Ladder " 
Ho6k «Bd Ladder " 

H«Bk'Mid Ltdder «j 



58 Hoik and Ladder S3 



6a 



67 Hook tnd Ladder J5 



Hook and Ladder 



70 Hook and Ladder f 

71 Hook and Ladder 14 
4 Engine 49 

4 Engine 49 

5 13th Battalion 
I Engine 49 

3 Engine 49 

jj Engine 50 

48 Engine 45 
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Size 
Not. 



Style. 



Longett 
Ladder. 



Manufacturer. 



When Depart- 
Built mcnt 

or Regts- 
Placed tered 

in Num- 
Service. ber. 



Where Used. 



Roller frame 40 foot. 



3 


Roller 




.. .40 


foot 


3 


Roller 






foot 


3 


Roller 




• .40 


foot 




Roller 






foot 



3 Roller frame. 

3 Roller frame. 

X Roller frame. 

X Roller frame. 

X Roller frame. 

X Roller frame. 

1 Roller frame. 

2 Roller frame . 
• * Roller frame , 



.40 foot extension 

• 40 foot extension 
.65 foot 

• 73 foot ......... 

.70 foot 

. 70 foot extension 



Two wheel . 
Two wheel. 



,70 foot. 

,50 foot. 

.50 foot. 

•SO foot, 

.50 foot, 



Gleason & Bailey Man- 
ufacturing Company, 
Seneca Falls, N. Y. 1895 

Hoepfner & W u e s t, 

New York 1896 

Rurasey & Co., Seneca 

Falls' N. Y 1896 

Rurasey & Co.. Seneca 

Falls, N. Y 1896 

Gleason & Bailey Man- 
ufacturing Company 
Seneca Falls. N. Y. 1898 

Hocpfner & W u e 8 t， 

New York 1899 

Rumsey & Co., Senect 

Falls, N. Y 1899 

Repair Shop, New 

York i88x 

Repair Shop, New 

York 1878 

Repair Shop, New 

York 187a 

Fire-engine Manufac* 
t u r 1 n g Company, 
Chicago, 111 1883 

Repair Shop, New 

York 187a 

Repair Shop, New 

York 1877 

Fire Extinguisher Man- 
ufacturing C o m - 
pany, Chicago, 111. . 1883 

Joseph S. Smith, Ban- 
gor, Me 1899 

Bangor Extension Lad- 
der Company, Ban- 
gor, Me 1895 



49 Engine 5a 

55 Engine 48 
51 Engine 43 
5a Engine 6a 

54 Engine 68 

56 Engine 69 
59 Engine 70 

19 Hook and Ladder jf 

18 4th Battalion, •part 

1 1 Hook and Ladder " 

as lath Battalion, spare 

36 xath Battalion, spare 

x6 Z3th Battalion, spare 

27 I sth Battalion, 藝 pare 

6 15th Battalion, spare 

a xSth Battalion, spare 



Classified Description of Hosf Tenders, Hose Wagons, Boat Tenders, Water 

Towers, Etc. 



Style. 



Manufacturer. 



When Regis- 
Built or tered 
PUced in Num- 
aervice. ber. 



Where 
Uaed. 



First-size hose wagon Glc.ison & Bailey Manufacturing 

Company, Seneca Falls, N.Y . . 

First-size hose wagon Rtimsov & Co., Seneca Falls, 

N. Y 

First-size hose wagon Glcnson & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

First-sire hose wagon Gleas<m & Bailey Manufacturing 

r')"il、any, Seneca Falls N. Y. . 

First-size hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Second- size hose wagon Sebastian Manufacturing Com- 

, pany, New York City, N. Y. . . 

Second-size hose wagon . . ； (ilcason &■ Bailey Manufacturing 

, Company, Seneca Falls, N. Y. . 

First-size hose wagon Gleason & Riilcy Manufacturing 

Company, Seneca Falls, N. Y. . 

First-sire hose wagon International Fire-engine Com- 
pany, Seneca Falls, N. Y 



1898 


58 


Engine 




1897 


53 


Engine 




1892 


34 


Engine 




1899 


77 


Engina 




1899 


73 


En^e 




1898 


59 


Engine 




1896 


48 


Engine 


6 


1896 


53 


Engine 




I90X 


80 


Engine 


8 
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When Regi9> 
Built or tered Where 

Style. Muittfactvrer. Placed in Num- Used. 

Service, ber. 



Hoie wagon Gleaion ft Bailey Manufacturinf 

Coznpany, Seneca Falls, N. Y. . 

FirBt-size hose wagon … The Seagrave Company, Colum- 
bus, O 

First -size hose wagon Rumse^^ & Co., Seneca Falls, 

First-size hose wagon The Seagrave Company, Colum- 

bus, O 



Two-wheel tender Repair Shop 



First-sue hoae wagon • • … The Seagrave Company, Colum- 
bus, O 



Two-wheel tender Repair Shop 

First-size hose wagon P. Barret^ Sons & Co., Brook- 
lyn, N.^ 

Gleason & Bailey Manufacturing 
Company, Seneca Falls, N. Y. . 
imsey & Co., Seneca Falls, 

N. Y 

First-sue hose wagon P. Barrett. Sons ft Co" Brook- 
lyn. N. Y 、 

First-size hose wagon Rumsey & Co., Seneca Falls, 

N. Y. 

Second-tize hose wagon P. Barrett, Sons & Co., Brook- 
lyn. N. Y 



Hoae wagon Rumse 



Two-wheel tender Repair Shop 



First-8ize hoae wagon The Seagrave Company, Colum- 
bus, O 

Hoae wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Firtt-ffize hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

First-size hote wagon. The Seaerrave Company, Colum- 
bus, O 

First-size hose wagon Rumsey & Co., Seneca Falls, 

N. Y • 

Second-size hose wagon Gleason & Bailey Manufacturing 

Cotnpany, Seneca FalU, N. Y. . 

First-size hoae wagon T"e Seagrave Company, Colum- 
bus, O 

First-size hoae wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

First sire hose wagon P. Barrett. Sons & Co., Brook- 
lyn, N. Y 

Four-wheel tender Gleason & Bftilcy Manufacturing 

Company, Seneca Falls, N. Y. . 

Second-size hose wagon P. Barrett, Son 霧 & Co., BrooV- 

lyn, N. Y 

Four-wheel tender Firc-cngine Manufacturing Com- 
pany, Chicago, 111 

Hose wagon … Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

First -， ize hose wagon The Seagrave Company, Colum- 
bus, O 

flrat-size hose wagon Rumsey & Co., Seneca Falls, 

, N. Y. 

Firit-size hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Four-wheel tender Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Hose wagon Gleason & Bailey Manufacturing 

, Company, Seneca Falls, N. Y. . 

First-size hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. , 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y.. 



891 


18 


Engine 9 


901 


8， 


Engine , 


897 


54 


Engine 10 


891 


83 


Engine 11 




ai 


Engine u 


【$)0 夏 


S4 


Engine u 


883 


50 


Engine 直 3 




ay 




880 






【80s 


，< 




80c 






808 


/ 邊 










880 


羞 1 
,墓 


EnffiiM 1 廛 

^暴 mm ^ A W 


901 


8S 


Engine 18 


891 


zo 


Engine 19 


899 


74 


Engine 19 


901 


86 


Engine ao 


898 


71 


Engine ai 


894 


32 


Engine as 


901 


87 


Engine 


896 


SI 


Engine 24 


891 


19 


Engine as 


895 


40 


Engine 36 


889 


86 


Engine j6 


89s 


43 


Engine 26 


884 


63 


Engine 27 


893 


30 


Engine 27 


901 


88 


Engine j8 


897 


56 


Engine 29 


899 


75 


Engine 30 


886 


69 


Engine 31 


893 


31 


Engine 41 


89Z 


X3 


Engine 31 


89a 


«3 


Engine 3J 
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Style. 



Manuftcturer. 



When 
Built or 
Ptaeedin N 
Service. 




Where 
Used. 



Hose wagon Rumse^ & Co., Seneca Falls* 

First-size hose wagon Gleason & 它 ailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Second-size hoae 曹 agon P. Barrett, Sons & Co., Brook- 
lyn, N. Y 

Ho«e wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Second-size hose wason Sebastian Wagon Company, New 

York City. N. Y 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Second-size hose wason P. Baarett. Sons & Co., Brook- 
lyn. Tj. Y 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

Hote wBgon Repair shop (altered from supply 

wagon) 

Four-wheel tender J. U. Bauchelle, Elizabeth, N. J. 

Second-size hose wagon Sebastian Wagon Company, New 

York City, N. Y 

Second-size hose wagon P. Barrett, Sons & Co., Brook- 
lyn, N. Y 

Third-size hose waron Sebastian Wagon Company, New 

York Citv N. Y 

Third-size hose wagon Sebastian Wagon Company, New 

― York Citv, N. Y 

Second-size hose wagon Sebastian Wagon Company, New 

York City, N. Y 

Four-wheel tender P. J. Nevins, New York City, 

N. Y 

Third-size hose wagon Sebastian Wagon Company, New 

York City, N. Y 

tender Repair Shop 

tender Repair Shop 

tender Repair Shop 



Two-wheel 
Two-wheel 
Two-wheel 
Two-wheel 



tender Amoskeag Mannfacturinc Com- 
pany, Slanchcster, N. H 



Two-wheel tender Repair Shop 

Two-wheel tender Repair Shop 



Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 



Eight two-wheel hose jumpers. 



Second-size hose wagon P. Barrett. Sons & Co., Brook- 
lyn, N. Y 

Third-size hose wagon Seb-istian Wapon Company, New 

York City, N. Y 

Four-wheel tender Fire-engine Manufacturing Com- 

- jtany, CliiciRo, 111 

Second- size hose wagon P. Barrett, Sons & Co., Brook- 
lyn. N. Y 

Hose wagon Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 

First size hose wagon Rumscy & Co., Seneca Falls, 

X. Y 

First size hose wagon Gleason & Bailey Manufacturing 

Coinpany, Seneca I-'alls. N. Y. . 

Second-size hose wagon Stbastian Wnc^n Company, New 

York City, N. Y 



1894 


36 


Engine 33 


189a 


20 


Engine 35 


1893 


21 


Engine 34 


1895 


41 


Engine 35 


1894 


33 


Engine 36 


1898 


60 


Engine 37 


x8q3 


ao 

一 y 


Engine 38 


1805 




Enffine 30 

圍 ■ ^9 , V W 


189 J 


as 


Engine 40 


189 1 


直夏 


Engine 61 


1883 


56 


Engine 4J 


1808 




Engine 4J 


189s 


4a 


Engine 44 


1898 


64 


• Engine 45 


1898 


65 


Engine 46 


XO9B 


OX 


Engine 47 


1882 


49 


Engine 48 


1898 


66 


Engine 48 




12 


Engine 49 


1 88s 


67 


Engine 49 


1871 


30 


Engine 49 





8 

J 1 

28 


5th Battalion 
Engine 49 




27 


Engine 49 


1890 


6 


Engine 49 
Engine 49 


i89S 


47 


Engine 50 


1898 


67 


Engine 5a 


188s 


66 


Engine 53 


189s 


46 


Engine 53 




26 


Engine 53 


1897 


55 


Engine 54 


1899 


76 


Engine 55 


1898 


6a 


Engine 56 
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Style. 



■ ■ 

When Regis* 

Built or tered Where 

Manufacturer. Placed in Num- Um<L 

Service, bcr. 

Gleason & Bailey Manufacturing 

Company, Seneca Falls^ N. Y. . 1893 28 Engine 58 
Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y. . 1894 34 Engine 59 
Gleason & Bailey Afanufacturing 

Company, Seneca Falls, N. Y.. 1895 37 Engine 60 
Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y.. 1896 49 Engine 61 
Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y.. 1898 57 Engine ^5 
Sebastian Wagon Company, New 

York City, N. Y 1898 68 Engine 67 

E. B. Preston, Chicago, III 1899 a Engine 68 

Sebastian Wagon Company, New 

York City. N. Y 1898 69 Engine 68 

Sebastian Wagon Company, New 

York City, N. Y 1899 70 Engine 69 

Gleason & ~^ailey Manufacturing 

Company, Seneca Falls, N. Y.. 1888 83 Engine 69 

Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y.. 1896 50 Engine 71 

Gleason & Bailey Manufacturing 

Company, Seneca Falls, N. Y.. 1899 78 Engine 72 

International Fire-engine Com- 
pany, Seneca Falls, N. Y 1901 79 Engine 

The Seagrave Company, Colum- 
bus, O X90Z 89 Engine 74 

The Seagrave Company, Colum- 
bus, 1901 90 Engine 75 

Kansas City Fire Department 
Supply Company, Kansas 

City, Mo 1890 4 ad Battalion 

Fire-engine Manufacturing Com- 
pany, Chicago, III., for S. F. 

Hayward, New York 1895 6 Hook and 

Ladder 26 

Fire-engine Manufacturing Com- 

5>any, Chicago, 111., for S. F. 
layward, New York 1898 7 Hook and 

Ladder 3 

Fire-engine Manufacturing Com- 、 
pany, Chicago, 111., for S. F. 

Hayward, New York 1900 8 Engine 31 

Location. 

Located at No. 28 

Beaver street … • Fuel Depot No. i ist Battalion 
Located at No.* 5 

Duanc street . . . . Fuel Depot No. 2 2d Battalion 
Located at No. 199 

Chrystie street . . . Fuel Depot No. 5 3d Battalion 
Located at No. 157 

Mercer street Fuel Depot No. 23 3d Battalion 

Located at No. 180 

Clinton street .... Fuel Depot No. 4 4th Battalion 
Located at quarters 

Engine 24 Fuel Depot No. 7 5th Battalion 

Located at quarters 

Kncrine 28 Fuel Depot No. 9 6th Battalion 

Located at quarters 

Engine 3 Fuel Depot No. 10 7th Battalion 

Located at quarters 

Engine 19 Fuel Depot No. 1 1 7th Battalion 

Located at No. 100 

East Thirty-third 

street Fuel Depot No. la 8th Battalion 

Located at quarters 
ilook and Ladder 

2 Fuel Depot No. 14 8th Battalion 

Located at quarters 

A.nRine 2 Fuel Depot No. 13 9th Battalion 

Located at quarters 

Engine 23 Fuel Depot No. 15 9th Battalion 



Hose wagon. 

Hose wagon 

Second-size hose wagon • • • • . 

Second-size hose wagon 

First-size hose wagon ' 

Third-size hose wagon 

Third-size hose wagon 

Third-size hose wagon 

Third-size hose wagon 

Four-wheel tender ' 

Second- size hose wagon 

First-size hose wagon 

Third-size hose wagon , 

Second-size hose wagon , 

Second-siz^ hose wagon 

First-size water tower (Hale's patent) . 

First-fiizc water tower (Hale's patent) . 
First-size water tower (Hale's patent) . 
First-size water tower (Hale's patent) 



Fuel wagon . 

Fuel wagon . 

Fuel wagon. 

Fuel wagon . 

Fuel wagon. 

Fuel wagon . 

Fuel wagon . 

Fuel wagon . 

Fuel wagon . 

Fuel wagon. 

Fuel wagon . 

Fuel wagon . 

Fuel wagon . 



lOO 



Style. 



Location. 



Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

Fuel wagon 

One four-wheel carriage. 
One two -wheel jumper. . . 



Located at quarters 

Engine 54 Fuel Depot No. 13 9th Battalion 

Located at quarters 

Engine 22 , . Fuel Depot No. x6 xoth Battalion 

Located at No. 209 

East One Hundred 

and Twenty-second 

street Fuel Depot No. 19 12th Battalion 

Located at quarters 

Engine 53 Fuel Depot No. 18 xoth Battalion 

Located at No. 58 ， 

Lawrence street. . . Fuel Depot No. 20 13th Battalion 
Located at quarters 

Hook and Ladder 

22 Fuel Depot No. 1 7 xxtfa Battalion 

Located at quarters 

Engine 50 Fuel Depot No. 22 14th Battalion 

Located at quarters 

Hook and Ladder 

17 Fuel Depot No. az 14th Battolion 

Located at quarters 

Engine 52 Fuel Depot No. 24 15th Battalion 

Located at quarters 

Engine 30 Fuel Depot No. 6 5th Battalion 

Located at quarters 

Hook and Ladder 

3 Fuel Depot No. 9 6th Battalion 

13th Battalion 

13th Battalion 



DESCRIPTION OF FIRE-BOATS IN SERVICE. 

"Zophar Mills" (Engine 51). 

Length over all, 120 feet ； beam, 25 feet ； draught, forward, 9 feet; aft, 12 feet; 
hull, iron ； tonnage, 185.49; horsepower. 575 ； i condensing engine ； diameter, 30 inches ； 
stroke, 30 inches ； 2 boilers, locomotive pattern ； steam pressure, 65 pounds ； single screw ； 
pumps, double, 16-9-75^, 16-9-7H ； capacity of each, 1,500 gallons per minute "- 3,ooo 
gallons ； built 1882. Designer and architect, Charles H. Haswell. Constructors ~~ Hull, 
engine and boilers, the Pusey & Jones Company, Wilmington, Del., $45,800; pumps, 
Qapp & Jones Manufacturing Company, Hudson, N. Y., $11400; total cost, $57,200. 

"The New Yorker" (Engine 57). 
Length over all, 125.5 feet; beam, 26 feet; draught, forward, 9 feet; aft, 12 feet; 
hull, steel ； tonnage, 243.37 ； horsepower, 800 ； i triple expansion engine ； cylinders, high 
pressure, 15 inches ； intermediate, 24 inches ； low, 39 inches ； stroke, 24 inches ； 2 boilers, 
Scotch pattern ； steam pressure, 148 pounds ； single screw; pumps, double i6j4-ii-iO» 
17-11-10; capacity of each, 6,500 gallons per minute ― 13,000 gallons ； built 1891. Designer 
and architect, Charles H. Haswell. Constructors 一 Hull, Julius Jonson, New York City, 
$34,800 ； engines. Brown & Miller, Jersey City, $23,650 ； boilers, McNeil & McLochlin, 
Greenpoint, L. I., $19,800 ； pumps, La France Fire Engine Company, Elmira, N. Y" 
$10,000 ； Clapp & Jones Manufacturing Company, Hudson, N. Y., $10,000; total cost, 
$98,250. 



lOI 



"William L. Strong" (Engine 66). 

Size ~~ Length, no feet lo inches ； width, 24 feet; draught, 9 feet. Hull, engines 
and boilers built by J. H. Dialogue & Son, Camden, N. J. Designer and architect, 
H. de B. Parsons, New York City. Steel hull. Two Scotch boilers ； diameter of each, 
10 feet by inches ； 132 tubes in each boiler. Two Morrison suspension furnaces ； 
diameter of furnace, 38^ inches ； grate surface of both, 77 square feet; heating surface 
of both, 2,100 square feet. EAgine ― Single screw invert fore-and-aft compound engine ； 
length of stroke of piston, 22 inches ； diameter steam cylinder, high pressure, 16 inches ； 
low pressure, 30 inches; maximum horsepower of engine, 338. Fire pumps 一 Two sets 
single directing duplex crank and flywheel ； each steam cylinder, diameter, 17 inches ； 
each water cylinder, diameter, 10 inches ； stroke, 11 inches ； capacity of each pump, about 
3^50 gallons per minute ； total capacity of both pumps, 6,500 gallons per minute ； cost 
of pumps, $8,500. Cost of boat, boilers and engine, $47,990. Total cost, $56490. Four 
6-inch and eight 3 54 -inch discharge gates. Three swivel nozzle stand-pipes. 



"Abram S. Hewitt" (Engine 77). 

Size ― Length over all, 1 17 feet ； length on load water line, 1 10 feet ； beam, mouldedt 
24 feet 3^ inches ； depth, moulded, 13 feet 4 inches ； draught, loaded, 9 feet 9 inches. 
Hull, engines and boilers built by the New York Shipbuilding Company, Camden, N. J. 
Designer and Consulting Engineer, H. de B. Parsons, New York City. Steel hull. Two 
Scotch boilers ； diameter of each, 10 feet 9 inches ； length, 11 feet 9^ inches. Each 
boiler has two Morrison suspension furnaces, 3 feet 4 inches inside diameter ； 172 tubes, 
3 inches in diameter. Total grate surface of both boilers, 90 square feet; total heating 
surface, 2,140 square feet. Steam pressure, 140 pounds per square inch. Engine 
Single screw, inverted, fore-and-aft compound engine ； diameter high pressure cylinder, 
17 inches; low pressure, 34 inches ； length of stroke, 24 inches. Maximum indicated 
horse-power, on trial, 649. Fire pumps ― Two sets simple, double acting, direct connected, 
duplex, crank and flywheel pumps ； each steam cylinder diameter, 17 inches ； each water 
cylinder, 10 inches ； stroke, 11 inches; capacity of each pump, 3,500 gallons per minute. 
One small pump, double acting, direct connected, duplicate crank and flywheel ； each 
steam cylinder, 9 inches diameter ； each, water cylinder, 554 inches diameter ； stroke, 8 
inches ； capacity, 920 gallons per minute. Total capacity of three sets of pumps, 7,920 
gallons per minute. Three swivel, monitor nozzle, stand-pipes, equipped with nozzles 
varying from 2% inches in diameter to 5 inches in diameter ； two 6-inch and ten 3j4- 
indi discharge gates for hose. Cost of hull, fittings, electric lighting, boilers, engines 
and waterpiping, $70,000. Cost of pumps, $11,000. Cost of monitor nozzles, $2,750. 
Total cost of boat complete, delivered in New York, $83,750. 

The new fire-boat now under construction by the New York Shipbuilding Company 
will be completed and placed in service during the year 1904. 



I02 



3 



Crane neck. . . . 
Crane neck. • . . 
Strai^t frame. 





6 


4H 


7»5Xo 




8 


4H 


8，oso 


7}i 




aH 


6»48S 



Crane neck Submerged flue, 

inch by 64-incn , 

Crane neck Submcrffcd flue, 

、 inch oy 64*incli 
Crane neck Submerged flue, 



Crane neck Submerged flue, 

inch by 66-inch . 

Crane neck Fox water tube, 

inch by 66-inch • 

Crane neck Fox water tube. 

inch by 64-incn . 

Crane neck Fox water tube • • 



30- 








Double 




8 


30- 


Double 










8 


38- 








Double 


10 


8 


38- 










Double 


10 


8 


36- 










Double 


9 


8 


34- 










Double 


8 


8 



4H 
4H 

sH 
sH 
aH 



7,600 
7.600 
10,300 
10,300 
9,670 



Double 8 



8 



aH 8,889 
4H 8.875 



Size. Style of Size in inches of 



3. 4. 5. Frame. Boiler. Engine. 



til • 



、 dB£ 



•JVPUHic3 diss 



103 



1891 Ia France 20a 

1893 La France 224 

1883 Clapp & Jones 415 

1903 E. S. Nott Company 4J7 

1903 £. S. Nott Company 42S 

1903 E. S. Nott Company 460 

1903 E. S. Nott Company 461 

1904 International Fire Engine 

Company 2976 

X904 International Fire Engine 

Company 3953 

X904 International Fire Engine 

Company 2954 



1896 



New 

A: 



boilers and rebuilt, 
m e r i c a n Fire-engine 



Engine 


10, 


spare 


Engine 


10, 


spare 


Engine 


»9» 


spare 


Engine 


47, 


spare 


Engine 


3S, 


鵬 pare 


Engine 


18 




Engine 


16, 


spare 


Engine 






Engine 


76 




Engine 


76 





Manufacturer*, New Boilers, Pumpi^ Etc 

* ,. , ! ) 



Nam- 

Name. ber. When. By Whom. Where in Serrice. 



■90 一 A 

•,8s c! p93efd 



I04 



Style. 



Manufacturer. 



Wben 
Built or 
Placed in 
Sendee. 




Where 
Uaed. 



Two-wheel 
Four-wheel 
Four-wheel 

Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 

Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 
Four-wheel 



hose tender Department Repair Shosw 

hose tender 

hoM tender Fire Extinguisher Manufacturing 

Company 



hoae 
hose 
hose 
hose 
hose 
hose 
hose 
hose 
hose 

hose 
hose 
hose 
hose 
hose 
hose 
hose 
hose 



wagon E. B. Preston ft Co 

wagon Gleason & Bailey Company. 

wagon Gleason & Bailey Company. 

wagon Gleaaon & Bailey Company . 

wagon Gleason & Bailey CoQipany. 

wagon Gleason & Bailey Company. 

wagon Gleason & Bailey Company. 

wagon Gleason & Bailey Company. 

wagon Gleason & Bailey Company. 



wagon. "•• Shephard & Son. 

wagon Shephard & Son • 

wagon Shephard & Son . 

wagon Barrett Company 

wagon • • … Barrett Company 

wagon Barrett Company 

wagon Barrett Company 

wagon Barrett Company 



1 88 J 

i88j 

1889 

1890 

1890 

1890 

1 891 

1891 

1891 

189a 

1901 

1903 

1903 

1903 
1904 

1904 
1904 
1904 
1904 



44 
34* 



43 



9 
la 

14 

81 



91 

93 
94 
95 
96 
97 
98 



Hart's 111- 
and, spare 



Engine 75, 

spare 
Engine 38, 

spare 
Engine 4 

Engine 14, 

spare 
3d Battal- 
ion, spare 
ad Battal- 




ion. SI 
5th Bat 
ion, sptre 
lath Battal- 
ion, spare 
Boat tender, 
H. & L. 10, 
I St Battal- 



ion. 
Easii 



igizie 3 
Engine 15 
Engine as 
Engine 13 
Engine 14 
Engine 17 
Engine 76 
Engine 76 



• No records in Repair Shops can be found relative to Registered No. 34. This four-wheel 
tender was probably the one formerly located at Mount Lorretta, S. I., and sold at auction in 1903. 
No record of sale was furnished shops. (See account of Graham, former Cashier.) 



Register of Officers of the Uniformed Force in Active Service December 31, 1904. 



Original Appointment. 



Name. 



Grade. 



Date. 



"A 



Promotion. 



Grades. 



, Dates. 



Chief of Department. 

直. Edward F. Croker. Private June 22, 1884 Assistant Foreman Aug. 16, 1884 

Foreman Feb. as, 1886 

Chief of Battalion Jan. a, 2893 

Deputy Chief of Department July 3, 189S 

Chief of Department* July 1， 1899 

'Dismisaed December i, 190 J. Remstated February 9, 1904. 
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OrSgteml A]^pointmcnt. Pronytton. 



Name. Grade. Date. Grades. Dates. 



Deputy Chiefs of De- 
(Mtrtment. 

. J. Dttane, William... Fireman Aug. 8. 

3. Ahemrn, ThomAS J. Ftremaii May 9, 

4. Kruger, Cbarlet W. AatbUnt Engi- ' . 

neer ， July 3， 

5. Binns, John Private Mar. 22, 

6. Langford, Thoi. R. Firenuui Dec. 20, 

Chief of Battalion. 

. 7. Short' Peter H.... Fireman May i' 

8. Sbca, Joseph. . . ... Foreman May 20， 

9. Callaffhan, Richard 

W. Foreman Sept. 4, 

10. McCarthy, Jaa. J. . Fireman • Aug. i, 

IX. Farrell, G«o. F. .. Private Nov. i, 



1868 Assistant Foreman July so, 1871 

Foreman Nov. i, 1881 

Chief of Battalion Jmn. x, 189J 

Deputy Chief of Department July 1， 1899 

1873 AsBittont Foreman Apr. i, 1881 

Foreman Feb. 45, 1886 

Chief of Battalion Jan. s, 1893 

Deputy Chief of Department Mar. i' 1900 

187a AssisUnt Foreman Sept 27, 1877 

Foreman Jan. i, 1895 

Chief of Battalion Apr. i, 1897 

Deputy Chief of Department Apr. i, 1903 

1882 Assistant Foreman May ao, 1884 

Foreman Au【. 16, 1884 

Chief of Battalion Dec 1， 1897 

Deputy Chief of Department Aug. 14, 1903 

1886 Assistant Foreman Apr. 13, 1896 

Foreman July xo, *1898 

Chief of Battalion Feb. i, 1901 

Deputy Chief of Department Dec. 31, 1903 

287$ Assistant Foreman June x, 1880 

Foreman Apr. la, 1883 

Chief of Battalion Aug. 4, 1886 

a Foreman July 1， 1887 

Chief of Battalion May m, 1889 

1884 Chief of Battalion Jan. j, 1893 

1 88s Assistant Foreman Nov. 15, 1891 

Foreman June 3, 189s 

Chief of Battalion July ，， 1898 

2884 Assistant Foreman Dec. 27, 1887 

Foreman Mar. x, 1893 

Chief of Battalion July i, 1899 

x88o Assistant Foreman Feb. i, 1887 

Foreman June xi, 189 夏 

Chief of Battalion Oct. i, 1900 



io6 



Original Appointment. Promotiotu 



Name. Grade. Date. Gntdet^ Dates. 



"• Martin. Jos. B. .. Private Jan. i8, 



Chief of Battalion. 



13. Terpcny, Eugene 

F. Private, 



Mar. 



1880 



Assistant Ensinecr of 



LSSU 

Ste 



14. Rom, George L. . . Fireman. . 

ks. Gueran, William. . . Fireman. . 

Resigned . 
Reinstated 

16. Gray, Francis J. .. Private, . . 

17. Shay. Chas. H Private. . . 



Dec. 33, 1888 



Jan. If 1890 
Jan. I, 1892 
Feb. II' Z894 

May 1884 



Not. 21, 1877 



18. Barrett, Thomas F. Private Feb. 直， 1883 



19. Leonard, John H.. Private Feb. x, 1877 



Chief of Battalion. 



Assistant Foreman. . . 

Foreman 

Chief of Battalion … 
Engineer of Steamer. 
Assistant Foreman. .. 

Foreman 

Chief of Battalion. ., 
Eqgineer of Steamer. 
Assistant Foreman. .. 

Foreman 

Chief of BatUlion. .. 
Fireman 



Assistant E n g i n 
Steamer 



of 



Engineer of Steamer . 
Assistant Foreman . . • 

Foreman 

Chief of Battalion. ., 
Assistant Foreman. . . 

Foreman 

Chief of Battalion. . . 
Fireman 



Assistant Engineer of 
Steamer «...-. 



Engineer of Steamer. 
Assistant Foreman. .. 
Foreman 



Chief of Construction and 
Repairs to Apparatus 



Not. 


19. 


1889 


Jan. 


5, 


1893 


Mar. 


I. 


1900 


Feb. 


10, 


188a 


Jan. 


I, 


x886 


Jan. 


I, 


i8«4 


Apr. 




1896 


Mar. 


I' 


1900 


Jail. 


* 




—— 






July 


IS* 


1900 


Oct. 


18, 


1894 


Apr. 


15* 


1896 


Dec. 


I, 


1897 


Apr. 


I, 


1900 


Apr. 


10, 


1891 


Apr. 


13, 


1896 


Dec. 


I' 


1897 


July 




190a 


Apr. 




X878 


Apr. 




1878 


Apr. 




1879 


Dec. 


xo. 


i«79 


June 




x88o 


Dec. 


16, 


1903 


Nov. 




1889 


Jan. 




X893 


June 28， 


X903 


Apr. 


>3. 


1877 


Apr. JO, 


18" 


Oct. 


4. 


1878 


Au【. 16， 


X884 


Dec 




1897 


Oct 




1903 



I07 



Original Appointment. Promotion. 

— — i^^^M^^— i^— _ r 鼠— 廳飄躍 



Name. Grade. Data. Grades. Datet. 



20. Sloan, Peter Fireman Oct. 26, x88i 

ai. Lurkin, Thomas, 

No. 2 Private Apr. 7, 1884 

32. Devannej, John F. Private _. Aug. 18' 1884 

33. Hayes, Thos. J... . Fireman Feb. 16, 1891 

24. Lucas, Patrick F. . Fireman Apr. 24, 1887 

»$• Dougherty, Thot. 

F. Fireman Apr. 15, 1888 

26. King, John F Private Dec. i, 1883 

37. Beggin, William T. Fireman June 7, 1886 

a8. Kenlon, John Fireman Apr. 2, 1887 

39. HdweT John P.... Fireman. .•、••• June i, 1890 

30. Maher, PatTc Fireman June 7, 1886 



Assistant Foreman June 

Foreman Dec. 

Chief of Battalion Dec 

Assiftant Foreman Aug. 

Foreman Dec. 

Chief of Battalion Dec. 

Assistant Foreman Nov. 

Foreman Dec. 

Chief of Battalion Aug. 

Assistant Foreman Dec. 

Foreman Apr. 

Chief of Battalion Jan. 

Assistant Foreman Jan. 

Foreman Apr. 

Chief of Battalion. Dec. 

Assistant Foreman June 

Foreman Apr. 

Chief of Battalion Dec. 

Assistant Foreman Dec. 

Foreman Apr. 

Chief of Battalion , 

Assistant Foreman July 

Foreman July 

Chief of Battalion Dec. 

Engineer of Steamer Sept. 

Assistant Foreman Dec. 

Foreman Apr. 

Chief of Battalion. /. Dec. 

Assistant Foreman Dec. 

Foreman Apr. 

Chief of Battalion Dec. 

Engineer of Steamer Nov. 

Atsistant Foreman Nov. 

Foreman July 

Chief of Battalion Aug. 



22 



16 



14 

31 



«3 
31 

31 



Aug. 14, 



10 
16 

31 
16 



31 
a a 

IS 
xo 

X4 



897 
903 

890 
897 
903 

89a 
897 
903 



900 
904 

894 
896 

903 
895 
896 

903 



900 
903 
89s 



90J 
89a 

897 
900 

903 



900 

903 
889 
891 
898 
903 



io8 



Original Appointment Proinotion. 



Name. Grade. Date. Grades. Dslet. 



Foreman. 









17, 


1885 


ABsifltant 




… July 


10， 


X898 












Foreman 






1' 


1900 










1885 


Engineer 




... July 


a. 


x886 


- 










Assistant 




… Jan. 


s' 


1893 












Foreman 








X900 






• ••• Jan. 


'， 


1887 


Assistant 




• •• Jan. 




1895 












Foreman 








I goo 


Hennesay, Frank J. ... 








1881 


Assistant 






3> 


1895 












Foreman 








1900 






May 


'， 


2883 


Assistant 




• •• Apr. 




1896 












Foreman 








1900 






■ , , Sept. 


'' 


1869 


Assistant 




-. July 




18" 












Foreman 






I' 


i«73 












Reduced 




• ■ Mar. 


27, 


1878 












Assistant 




• . . Feb. 


20, 


1897 












Foreman 








1900 






. .、 . Nov. 


18， 


1880 


Assistant 




















Foreman 






3t 


189s 


Quinn, William H 




. . . Dec. 


19, 


1874 


Assistant 






I' 


189s 












Foreman 






13* 


1896 






. . ■ Dec. 




1881 


Assistant 






s， 


X893 












Foreman 








1890 


Livingston, John J... • 








1884 


Assistant 






aa, 


1890 












Foreman 




• • July 


10, 


1898 


Smith, James J., No. i. 




-… Apr. 


4. 


1881 


Assistant 






aa. 


1890 












Foreman 






10, 


1898 


Skelly, Thot. F 








1884 


Assistant 








189a 












Foreman 






10, 


1898 








30, 


1873 


Assistant 




. . Nov. 




1 89 J 












Foreman 








1900 






… July 




1883 


Assistant 








1893 












Foreman 








1900 


Lawrence, Wm. E., Jr. 






10, 


1890 


Assistant 








1897 












Foreman 








1901 


Walker, John 






12, 


1892 


Assistant 








1897 












Foreman 








1901 



109 



Original Appointment. 



人 



Name. 



Grade. 



Date. 



Promotion. 

f * 

Grades. Datet. 

Assistant Foreman Dec. 

Foreman Jan. 

Assistant Foreman July 

Foreman June 

Assistant Foreman Aug. 

Foreman Jan. 

e Assistant Foreman Oct 

Assistant Foreman May 

Foreman Jmn. 

Assistant Foreman Nor. 

Foreman JaiL 

Assistant Foreman May- 
Foreman Apr. 

Assistant Foreman Nov. 

Foreman Jan. 

Assistant Foreman. • Jan. 

Foreman Dec. 

Assistant Foreman Dec. 

Foreman Aug. 

Assistant Foreman. Dec. 

Foreman Apr. 

Assistant Foreman Dec 

Foreman Apr. 

Assistant Foreman Dec. 

Foreman Apr. 

Assistant Engineer of 

Steamer Nov. 

Engineer of Steamer Jan. 

Assistant Foreman • • July 

Foreman Dec. 

Assistant Foreman Oct. 

Foreman Aug. 

Engineer of Steamer Feb. 

Assistant Foreman • … Feb. 

Foreman Apr. 

Assistant Foreman Mar. 

Foreman Aug. 



Worth, Edward J Fireman Dec. 30, 1888 

Kirchner, Wm. B Fireman Oct. 34, z88i 

Kane, ThomAS F Fireman May 15, i88a 

Donohue, Malachi Fireman June 10, 1870 

Fireman Dec 1， 



Connelly, Thos. F. ... Fireman Aug. 3, 1876 



Cartwright, Stephen. . . Fireman Aug. 1， 1871 



Farley, John. 



Private Jan. 19， 1871 



Burnett, Henry Fireman Sept 22, 1865 



Duffy, Wm. J. 



VLzy 15, 1884 



Higgins, John F Fireman Dec. 17, 1885 



Kiernan, James B Fireman June i, 1887 



CTConnor, Jo 暴. A Fireman Mar. 1， x888 



King, Thomas, No. z. Private July i, x88i 



Conlon, John B Fireman Sept. 4, 1885 



McArce, John F Fireman Feb. 37， 1891 



Ryan, Edward F Fireman July 3, 187a 



3 
10 

22 

17 

XS 
15 

JO 

:9 

15 



10^ 



10 



18 



897 

901 

898 

901 
890 

893 

S71 
884 
894 

891 

894 

874 

894 
899 



874 

897 
897 

900 

897 

900 



900 

897 

900 

883 

886 



900 

899 
900 

89s 
899 
900 
883 
901 



I 



no 



Original Anointment Promotion. 
Name. Grade. Date. Grades. Dates. 







May 


10, 


i88o 


Assistant 




.•• July 




188s 












Foreman 








1901 






Feb. 




i88j 


Aitistant 








x886 












Foreman 






7, 


1901 






May 


8, 


x88j 


Assistant 






X. 


1895 












Foreman 








X901 






May 


1 8. 


189a 


Assistant 




... Dec. 




X897 












Foreman 




• • July 




1904 






Mar. 




1888 


Assistant 








1000 












Foreman 








1904 






Feb. 


'' 


1895 


Assistant 






8, 


I9OI 












Foreman 








1904 


Quayle, Francis J. . . . 




Dec. 


3> 


z888 


Engineer 






16, 


189I 












AasistAnt 








1900 












Foreman 








1904 






July 




1869 


Assistant 








1873 












Foreman 






z88o 




d Hoseman . . . 


Jan. 


10, 


1874 


Assistant 








1884 






Feb. 


12, 


1876 


Foreman 






aa, 


X884 




c District En- 




















Sept. 


6, 


186s 
















Aug. 




2884 
















May 




187s 


Assistant 






16, 


1884 












Foreman 




.. Feb. 




I sis 



Callaghan, Daniel H. . 




Mar. I, 


1873 


Assistant 




… July 


10, 


1879 










Foreman 






1885 


McNamara, Michael J. 




Apr. 2it 


1873 


， As&istant 








1884 










Foreman 








1886 






June 12, 


1875 


Assistant 




… July 




1883 










Foreman 




• . • Feb. 




1887 


Riordan, John, No. 2 • 




Sept. 20, 


1866 


Assistant 




. . . Nov. 




1871 










Foreman 




. . . Nov. 


19' 


1889 


Perlcy, Hamilton F.. . 


Assistant Engi- 
















n e e r of 


















Steamer 


Mar. 15, 


1873 


Assistant 






直 874 










Foreman 








:874 






Sept. 11, 


1865 


Assistant 








X870 










Foreman 






20, 


187s 



Ill 



Original Appointnent Promotion* 



Name. 


Grade. 


Date. 




Grades. 




Dates. 


、 






. . Oct 




1865 


Assistant Engineer 


of 




















June 


'， 


i87i 
















Sept. 


'' 


1874 
















Mar. 


"， 


18" 








9, 


1876 


Assistant Engineer 


of 
















Oct. 




1876 
















Jan. 




1886 
















Feb. 




1887 
















Tune 

w 


II, 


1 891 


Conaghan, Patrick. . . . 






ao， 


X865 






Apr. 




1873 
















Nov. 


15, 


189Z 






. • Feb. 


X3i 


1874 






June 




1889 
















Jan. 


5, 


1893 


B rusted, William C . 




•• July 


3> 


187a 






June 


16, : 


1873 
















Dec. 


31, 】 


【897 






. . July 




1873 






Dec. 




[886 
















Dec. 


3ip I 


1897 






• • May 




1880 






Nov. 


15, ] 


【891 
















July 


10, : 


[898 








I9» 


1874 






Jan. 


3, : 


1893 
















July 


10, ' 


【898 


Winter, George H … • 






xo. 


1890 






May 


I5i I 


1895 




• 












Dec. 




1897 


鲁 














Dec. 




【900 






. • Feb. 


19' 


1891 






Mar. 


16. 1 


【893 
















Dec. 


私 


1897 










• 






Aug. 




1900 










1891 










»897 
















Apr. 




[900 










1883 






May 


10, 


[886 












Assistant Foreman. . . 




Dec. 


31. 


1897 
















Aug. 




1900 










1884 






Jan. 




1895 
















June 


8, 


190X 


Currcn, Benjamin C. • 








189X 






Apr. 


13* 


1896 
















Aug. 




190X 


Andrews, Peter, Jr. . . 








1884 






Dec. 




1897 
















Dec. 


1, 


1901 



112 



Original Appointment Promotion. 



丄， iUUWa 




Date. 




Grades. 


Dates. 












1889 


Assistant 








1897 












Foreman 








1 901 


Graham, Patrick J. . . . 




June 24, 


1890 


Assistant 








1897 












Foreman 








1 901 






Mar. 




1893 


Assistant 






ZI, 


1898 












Foreman 




A 




Z90X 






Jan. 


10, 


1893 


Assistant 








1899 












Foreman 








19OX 






… July 




1892 


Assistant 




C 赢！ > 




【899 












Foreman 








1 901 






June 19， 


1889 


Assistant 








1899 












Foreman 








[901 






Dec. 


ao, 


1886 


Assistant 




A 


13. 


[896 












Foreman 






15. 


190a 






Jan. 


7, 


1886 


Engineer 






I' : 


[887 












Assistant 






13, 


[896 












Foreman 




A 一 


15, 


1902 






Aug. 




1883 


Assistant 






22, 


1890 












Foreman 







25, 


1903 






Jan. 




1896 


Assistant 








1900 












Foreman 




森 ― 




【903 






Mar. 


II, 


1888 


Assistant 




' • July 


10, 


1898 












Foreman 




A _ ― 


15. 


1903 






Jan. 




1890 


Assistant 








1897 












Foreman 




_ M 




1903 


Behler. Wm. H 




Mar. 


6, 


1891 


Assistant 








1900 












Foreman 




r\ 




【903 


Darin, John, No. a. . . 




Jan. 




1896 


Assistant 








1900 












Foreman 






17. 


【00， 






Dec. 




1888 


Assistant 








[900 












Foreman 






31. 】 


1903 


McGuire, Lawrence . • • 




, . June 




1886 


Assistant 








1900 












Foreman 






】 


【903 










1890 


Assistant 








1900 












Foreman 






3. 】 


1903 


McAuliffe, Timothy J. 




,•• July 


10, 


1893 


Assistant 








【900 












Foreman 






31. 


【903 



113 



Original Appointment. Promotion. 

— ». , A 



Name. Grade. Date. Grades. Dates. 



Devlin, William. 



McGuire, Chas. F. . . . Fireman Jan. 



Murray, Frederick. . 



Murray, Geo. W Fireman.- Dec. 23, 1888 



Kennedy, Wm. J Fireman Oct. 27, 1880 



Walsh, John F Fireman Mar. 16, 1891 



Bowen, Win. P Fireman Dec. 30, 1888 



O'Neill, John E Fireman Feb. 10, 



McCartie, Chas. J. .. . Fireman.. Apr. 22, 1894 



Quaid, George Fireman Apr. 15, x888 



Regan, John Fireman June 7, 1886 



Donovan, Joseph C. . . Fireman May 34, 1883 



Harmon, Philip C., Jr. Fireman Dec. 33, 1888 



Ruch, Howard C Fireman Dec. i, 1895 



Rush, John Fireman July 8, 1896 



Assistant Foreman. 



Aug. 


I， 


1900 


Dec. 


17, 


1903 


Sept. 


I, 


1900 


Dec. 




1903 


Apr. 




1899 


Sept. 


1， 


1900 


Dec. 


3' 




Aug. 


I, 


1900 


Aug. 


15. 


1903 


Sept. 


I' 


1900 


Aug. 


15, 


1903 


Aug. 


1.0， 


1806 


May 




1901 


SepL 


22, 


1903 


June 


7、 


1889 


Sept. 


I, 


1900 


Dec. 


as. 


1903 


Jan. 


I. 


1901 


Oct. 


3> 


190J 


Aug. 


'， 


1901 


Aug. 


15, 


1903 


Oct. 




X901 


Aug. 




1 90 J 


July 




190a 


Oct. 


'， 


1903 


June 


7, 


1899 


Jan- 




1901 


Dec. 




1901 


July 




1904 


Oct 


U> 


1898 


July 




1904 


Aug. 




1900 


May 


10, 


1904 


Aug. 




1898 


Aug. 




1900 


Apr. 


IS, 


1904 



8 



"4 



Original Appointment. Promotion. 



■A , f A. 



N ame. Grade. Date. Grades. Dates. 









12, 


1892 


Engineer 






I5> 


1893 




- 








Assistant 






I， 


1900 




、 








Foreman 




-. July 


I, 


1904 








21, 


1892 


Assistant 






I. 


1900 












Foreman 




• • July 


I. 


190 磚 


McDermott, iiftrtiiolo- 






















I, 


1890 


Assistant 






I, 


I900 










Foreman 






I, 


1904 


Fitzgerald, Andrew F. 






22/ 


1892 


Assistant 






I, 


I900 












Foreman 




• • July 


I. 


X904 


Callagy, Martin F, … 






X, 


1884 


Assistant 






I, 


IpOO 












Foreman 






Z5. 


X904 






• • July 


10, 


1893 


Assistant 






I, 


1900 












Foreman 






I, 


1904 


Williams, William F.. 








1894 


Assistant 






I, 


1901 












Foreman 




• • Jan. 


I, 


1904 








19. 


1884 


Assistant 






I, 


1900 












Foremftn 






IS» 


1904 








t, 


1894 


Assistant 






I, 


1900 












Foreman 




• • July 


I， 


1904 


Lenihan, Patrick T. .. 




• • July 


10, 


1893 


Engineer 




• • • Feb. 


15， 


1896 












Assistant 






I, 


190X 






- • 






Foreman 




•• July 


I, 


1904 






• • July 


3. 


1895 


Assistant 






t， 


1901 












Foreman 


• 




I. 


1904 


Hennessey, Joseph F. 




Feb. 


IS. 


1897 


Assistant 






I, 


190 1 












Foreman 






I, 


1904 








23. 


1888 


Assistant 






8, 


1901 












Foreman 






zz, 


1904 


McCarthy, William H. 








1888 


Assistant 




















Foreman 








1904 










1894 


Assistant 








X900 












Foreman 








1904 










1890 


Assistant 




. . Oct. 


13. 


1898 












Foreman 




• • Apr. 




I90O 


















19, 


1903 
















6, 


I904 



115 



Xainc. 



Original Appointment 
Grade. Date. 



Promotion. 

A 



Grades. 



Dates. 



Uaggerty, Daniel 

Rdnhardt, Geo. C... 

Ford, Edward 

Wood, Thos. S.: 

Ward, Chas. J 

Hughes, John 

Mailley, Chas 

Farrell, Edward D.... 
Crawford, James J. . . . 

Hafhes, John R 

Bearman, John W 

Qmnn, Joseph 

Burke, Daniel F 

Boyle, Benjsmin H. . . 
Hannley, Michaiel F. . 
Connolly, John 

Ferris, J as. E 

Hartman, Gustav 

Hock, Jacob P 

Hyde, Andrew T 

Kehoe, William 

Sullivan, John, No. x . 

Sweet, Andrew B 

McLoughlin, John, 
No. 3 

Brennan. Francis 

Burke, Thos. F 

Mclvin, Alexander W. 

Dcmarcst, Chas. S. . . , 



Privste Apr. 8, 1884 

Fireman Nov. 8， 1889 

Fireman Dec. 30, 1886 

Fireman Jan. 31, 

Fireman Apr. 24, 

Fireman Mar. 11, 1888 

Fireman Aug. 15, 1884 

Fireman ...... Dec. 20, 1880 

Fireman Mar. zo, 18^8 

Fireman July 3, 1895 

Fireman July 1， 1883 

Fireman Aug. 10, 1890 

FireoMii Apr. m, 1894 

Fireman Jan. 16, 1896 

Fireman Feb. 貫, 1889 

Fireman Jan. Ji, 189a 

Fireman Mar. i, 1893 

Fireman Oct. 1， 1869 

Fireman Jan. 21, 1892 

Fireman Jan. 21, 1892 

Fireman Dec. 20, x88o 

Fireman Feb. 18, 1894 

Fireman Apr. 4, 1884 

Fireman May i, 1895 

Fireman Dec. 24, 1899 

Fireman Jan. i, 1890 

Fireman Jan. 7, 1895 

Fireman Feb. 15, 1897 



Engineer of Steamer June 

Assistant Foreman … July 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Engineer of Steamer Apr. 

Assistant Foreman Sept. 

Assistant Foreman Aug. 

Assistant Foreman Aug. 

AuisUnt Foreman Aug. 

Aesistant ForeiuAn Aug. 

Aasistant Foreman Aug. 

Assistant Foreman Aug. 

Assiststtt Foremtn Atiff. 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Auiitant Foreman Sept. 

Engineer of Steamer Oct. 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Assistant Foreman Sept. 

Assistant Foreman Aug. 

Assistant Foreman Aug. 

Assistant Foreman Aug. 

Assistant Foreman Aug. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 

Engineer of Steamer Apr. 

Assistant Foreman Dec. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 



18 



IS 
3 

15 
3 

10 

3 

10 
3 

31 



89* 
90， 
900 
900 
900 
889 
900 
990 
900 
900 
900 
900 
900 
9<M 
900 
900 
900 

894 

900 
900 
900 
900 
900 
900 
900 
900 
898 
903 
901 

903 



903 
896 
903 
898 

903 



U6 



Original Appointment. 

■ ■■ ― ■■ ■ 一 I M^^^^M 國 11 画國1»^— — 



Name. 



Promotion. 
A 



Grade. 



Date. 



Grades. 



Dates. 



Breen, James H 

Sherlock, James. 

Davin, John, No. z . . 

Sheridan, Thomas 

Shaughnesiy, Henry F. 

Teare, Robert J 

La Monte, George H. . 

Ha^gerty, Jeremiah, 

Andrews, James B … • 

Martin, Wm. J., No. i 

Garrity, John J 

Murphy, John J 

CummingB, Matthew J. 
Roach, Daniel F 

Gorgin, Walter 

O'Connor, Edward F.. 

O'Keefe, Patrick H. . 
Bermingham, Edward 
F • 

Stokes, John F 

McGougli, John 

Wilkinson, Wm. F 

Jones, Walter, No. a. 

Smalley, Geo. H 

Gaw, John J 

Mc Arthur, Thos. J. . . . 

Coylc, Joseph C 

Carlock, B. F 

Slater, W. I 

Noth, E. G 

Donnelly, Daniel 



Fireman May i, 189: 



Fireman Feb. 1 5 

Fireman May i 

Fireman Apr* 15 

Fireman Jan. ai 

Fireman Feb. x6 

Fireman Sept. 18: 

Fireman June i 

Fireman Apr. 24 









1883 




• • May 


12, 


1892 




•• July 


21, 


1895 






IS, 


1897 






27, 


1898 



Mar. 


6, 


189 1 


Feb. 


IS, 


1897 


June 


24, 


1890 


Mar. 


3. 


1894 


May 


12, 


1892 


May 




1899 


Mar 


19, 


1883 


Dec. 




1895 


Jan. 




1890 


Aug. 




1896 


Feb. 


9. 


1894 


Dec. 


17， 


1885 


Feb. 


"， 


1899 


Feb. 


15. 


1899 


M'ar. 




1897 


Mar. 


12, 


1898 



1897 

1884 

1888 

1893 

1894 

1880 

1887 
1887 



Engineer of Steamer Apr. 

Assistant Foreman Dec. 

Assistant* Foreman Dec. 

Assistant Foreman Dec 

Assistant Foreman Feb. 

Engineer of Steamer July 

Assistant Foreman Mar. 

Assistant Foreman July 

Engineer of Steamer May 

Assistant Foreman Dec 

Assistant Foreman Dec. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Engineer of Steamer Mar. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec- 
Assistant Foreman Dec. 

Engineer of Steamer Jan. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman ......... Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 



13, 

"、 
17, 



to. 



[0, 



【7， 
【0， 

27， 



25. 



7, 



25, 
as. 
25. 

25. 



X896 
1903 
1903 
1903 
1903 
1900 
1903 

1903 
1886 

1903 
X903 
1889 

1903 
1903 

1903 
1903 
1903 
1900 
1903 

1903 
1903 
1903 
1903 
1903 
1903 
1903 
1898 

1903 
1903 
1903 

X903 
1903 
1903 
1903 
1903 
1903 



117 



Name. 


Original Appointment. 




Promotion. 








/^一 《• A ^ 


Date. 


、 

- 


f -. A 

Grades. 


Dates. 










1 8, 


1892 




Nov. 


I， 


1896 














Dec. 


as. 


1903 








I， 


1 894 




Dec. 




1903 








30. 


1898 




Dec. 


17, 


1903 














Dec. 




1903 








10, 


1893 




Apr. 


1' 


1894 














Dec. 


35. 


1903 








3. 


1890 




Dec. 


"， 


1903 










1890 




Dec 


aSi 


«903 








9* 


1894 




Dec. 


as. 


1903 








6. 


1891 




Jan. 




X899 












Assistant Foreman. 


Dec. 


"， 


1903 


Fitzmaurice. Wm. H . 








189s 




Dec. 


35. 


1903 










1892 




Dec. 


as. 


1903 










1898 




Dec. 


as' 


1903 








I， 


189X 




Dec. 




1903 




f; 






189s 




Dec. 




X903 










1891 




June 


16, 


1894 














Dec. 




1^3 






Oct. 




1896 




Dec. 


一 J ' 


1903 






Feb. 


暴 D9 


1899 




Dec. 


25, 


1903 


Griffiths, Charles R.... 








189s 




Dec. 


as, 


1903 






Feb. 




1896 




Dec. 


25, 


1903 






Mar. 


20f 


1899 




Nov. 




1903 














Dec. 




1903 






Feb. 




1897 




Oct. 




1900 














Dec. 


25, 


1903 


Roxbury, Samuel . . . . 






20, 


1884 


Assistant Engineer of 


Sept. 




1885 






















Jan. 




1886 














July 




190a 








9. 


1895 




Nov. 


IS, 


190a 


Schwiinbcrsky, Charles 




. . . Mar. 




X893 




July 




1899 














July 




190a 








12, 


1902 




Oct. 




1900 


McGowan, Tbos. J. . . . 




• . . Mar. 




1888 




Jan. 




1 901 


Sherrv, Thos. A 








187s 




Jan. 




1901 



ii8 



Original Appointment Promotion. 



■A ^ K. 



Name. Grade. Date. Grades. Dates. 



Sweeney, Edward S . . 




• . Nov. 




1894 


Assistant 








1 901 


McGrath, Thos. T 






24. 


1887 


Assistant 








1901 


C u n n i ngham, Wm., 




















No. I 




. . Sept. 


4, 


1885 


Assistant 








1891 


Sheehan, Daaiel J. . . . 






7, 


1886 


Assistant 




■ … Nov. 




1893 








I, 


1883 


Assistant 








1893 


McGinniss, Francis . • . 




• • May 




1881 


Assistant 








1894 






• • Mar. 


S, 


1883 


Auistant 








1895 








4， 


1 88s 


Assistant 




… . July 




189s 


Ryan, John, No. z . . . . 




■ • Jan. 


16, 


X871 


Assistant 




Feb. 


JO, 


1897 






-. Jan. 


21, 


1868 


Assistant 




Feb. 


IS. 


187* 


Kenehan, Richard F. . . 




• • July 


1， 


1875 


'Assistant 




Apr. 




i«7« 






July 




1870 


Assistant 






13, 


1883 






Mar. 




1872 


Assistant 








1884 


Miller, William … . 




Apr. 




1881 


Assistant 




Dec. 




1886 






Jan. 




1873 


Assistant 




… ■ Mar, 




1887 






Oct. 




1872 


Assistant 








1889 


Slevtn, Michael H. . . . 




Dec. 


20, 


1886 


Assistant 








1889 


FitzmauFice, Daniel P. 




Feb. 


»5. 


1882 


Assistant 








1890 








26, 


1896 


Engineer 




Feb. 




1897 












Assistant 




Aug. 




1901 






Dec. 




1894 


Engineer 








1899 












Assistant 








1901 










1893 


Assistant 








1900 






Dec. 




1893 


Assistant 








1900 






Mar. 




1893 


Engineer 






10. 


189s 












Assistant 








X901 






Feb. 


10, 


1890 


Assistant 








190X 


Frcdenberg, John . . . . 


Fircmjin . . . . 


Auff. 


10, 


1800 


Assistant 










Irving, George J. ， … . 




May 




189a 


Assistant 








I90I 






Feb. 




1896 


Assistant 






M. 


I90I 










1894 


Assistant 








I90I 








21, 


1884 


Assistant 




Oct. 


10, 


1898 






• • Jan. 


9. 


1882 


Assistant 




Oct. 


13. 


1898 






Mar. 




1893 


Engineer 




May 




1898 












Assistant 








1901 


Kratochvil, Joseph • … 






12, 


1892 


Assistant 




Apr. 




I90I 






Mar. 




X893 


Assistant 




Dec. 




I90I 



"9 



Original Appointment. Promotion, 

乂 - M ■ A 



Name. Grade. Date. Grades. Dates. 







. . Mar. 




1893 


Assistant 






1 5, 


1903 






• • July 


3. 


1895 


Assistant 






15, 


1 90 J 


Tompkins, Walter H.. 




. . Oct. 


"， 


1882 


Assistant 






22, 


190a 








8, 


1895 


Assistant 






22， 


190a 


Sullivan, Henry E. . . . 




. . Mar. 


6. 


1891 


Engineer 




… . Sept. 


8, 


1900 








• 




Assistant 


Foreman 


. . . . Nov. 


15. 


190a 


niihardt, Geo. W 




• . Dec. 




1888 


Engineer 




July 




1899 












Assistant 






15. 


190a 


KIcCue, Thomas F 








1890 


Assistant 






IS, 


190a 


King, Thomas, No. a. . 






14, 


1881 


Assistant 






I, 


1903 






. . Feb. 




1891 


Assistant 






6, 


1703 






. . Feb. 




1882 


Assistant 






6. 


190a 


Ruckholdt, Robert C. 








1892 


Engineer 








1894 












Assistant 




• ••• July 


21, 


1902 










1896 


Assistant 


Foreman 


… • Aug. 


I, 


1904 


Ruddy, Michael F 






14. 


1899 


Assistant 






I, 


1904 






, . Nov. 


8, 


1893 


Assistant 






I, 


1964 


\f rCarthv Tames T - . • 




Feb. 


IS, 

國 «/ ， 


1800 


Assistant 








1904 






. . Feb. 


27. 


1891 


Assistant 




Aug. 


I, 


1904 






. . July 


lO, 


1893 


Assistant 






I， 


1904 


Hartman, William H. • 






25, 


1884 


Assistant 






I, 


1904 


Browne Edwftrd T • . . . 






23, 


1888 


Assistant 






1, 


1904 


Unbekant, Charles . • • • 




. . July 




189s 


Assistant 






II, 


1904 


Lakestrcam Henry . • • 








1898 


Engineer 




… • Feb. 


9. 


1900 












Assistant 








1904 






Feb. 


I3t 


1894 


Assistant 






IS, 


1904 


Qff^^nc^p Tnhffi . . ^ 






1 6. 


1806 


Engineer 








1903 












Assistant 








1904 








6, 


1891 


Engineer 




…. July 




189a 












Assistant 








1904 










1899 


Engineer 




, . Mar. 


12, 


1900 












Assistant 








1904 


McCann, Michael F. . 








1896 


Engineer 








1898 












Assistant 








1904 








1 6, 


1 891 


Engineer 






15. 


J 895 












Assistant 








1904 


Coakley, Victor A. . . . 




. . Feb. 


19. 


1899 


Assistant 




Dec. 


25. 


1903 
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Fire Department, City of New York, 1 
Bureau of Inspector of Combustibles, I 
Nos. 157 and 159 East Sixty-seventh Street, f 
New York, January 11, 1905. J 

Hon. NICHOLAS J. HAYES, Fire Commissioner : 

Dear Sir 一 I beg leave to report a summary of the operations of this office for the 
year 1904. 

The receipts of the office from the oil licenses have decreased this year, as it will 
continue for an indefinite period, owing to the erection of new buildings and the 
destruction of old buildings for bridges, etc. This decrease will continue until eventu- 
al ly that will be aim ost wiped out. In years past it has been our main source of 
revenue, but I believe we will have to look to other means to continue the high aggre- 
gate that has hereto 化 re come from this Bureau. 

The special permits have increased in the $2 section about 12 per cent., while 'those 
in the $5 section have decreased about 150 per cent., while the $10 licenses have increased 
about 140 per cent. In the issue of these licenses a survey has to be made; the result 
is that the place where the storage is allowed is visited at least three times by a member 
of this staff before the operation is completed, embracing as it does the storage of crude 
drugs, paints and oils and other dangerous substances, it requires a skilled surveyor to 
do that class of work. 

The highest grade of special permits has increased 66 per cent. ； that relates to the 
chemical manufacturers, which requires special attention and constant watching in 
order that their various substances may not mingle and create serious explosions. 

The sale of powder has decTOsed slightly during the past year, owing to the 
operations of the new regulations, those who have gone out of the trade not being 
able to comply with them. 

In the display of fireworks it makes it necessary for the employees of this Bureau 
to attend the firing of them, and that keeps the employees of the Bureau on the street 
until 10 p. m., about four weeks in the year. 

The street fires have increased slightly, and I notice that one of the Bureaus 
attached to the Department of Streets is issuing permits for the building of fires, and 
in this way depriving this Bureau of that revenue. 

The sales of explosives have decreased slightly, owing to the consolidation of 
different powder manufacturing companies. 

The wholesale fireworks have increased slightly, while the retail fireworks have 
decreased. - 

The receipts from chimney fires are 203, a decrease of four. 

Under the regulations, the manufacturers of matches pay $50 for their first license. 
Last year there were 19 of them, while this year there are but 5， at $50 each, while the 
reissue will number 13, at $10. 



121 



The wholesaling matches remain about the same. 

Permits were issued for blasting operations of the first class, ii ; of the second 
class, 51, and of the third class, 126. 

The constant use of explosives in the various building operations makes it neces- 
sary that our men visit these various operations at least twice a week, and in that 
way take them away from the special surveys made necessary for the drugs, etc. In 
view of that fact I would respectfully recomend that at magazines of the first class 
and operations conducted under these permits, a man should be appointed in the same 
manner as a Corporation Inspector is appointed by other Departments, for the reason 
that the quantity of powder consumed every day is very large, and that the consequent 
carelessness has increased, owing to the familiarity of those in charge of the operations, 
while an inspector appointed by the Fire Commissioner, and paid by the contractor, can 
be in constant attendance, and the risks would be reduced to a minimum in that way. 

We, from our books, estimate the receipts from this office to be for the year 1904, 
$46,648.50, which is an increase of $310 over that of 1903. 

The complaints of citizens and members of the uniformed force, complaining of 
uncleanly or untidy conditions of cellars, stores or business places have decreased for the 
year 1904, and show 775 complaints, against 980 for 1903, showing that the work of 
the Bureau has been successful in removing some of the causes of fire. 

The rubbish which has heretofore lumbered the cellars of the theatres has been 
removed, and the people sitting in the auditorium need not be afraid of being burned 
up from shavings, either under themselves or under the stage, in that way giving them 
far more security than they have had heretofore. 

The testing of kerosene oils by our Bureau has somewhat decreased, owing to the 
fact that the grade of oil sold in the City has improved for the better, while the Bureau 
is at all times on the watch for the oils used by the Department for lubricating pur- 
poses, which takes up very largely the leisure time of the oil tester. 

The number of Inspectors in the Bureau is entirely inadequate for the territory 
which they are compelled to cover. The outskirts of our Gity are continually being built 
up, and as bouses are occupied for business purposes, the increased work placed on the 
men becomes almost impossible for them to perform within a reasonable time, and for 
that reason I would respectfully recommend that a man be given to us for each 
battalion in the City and The Bronx, Staten Island being attended to by one man. 

The law governing the chimney fires is about three or four hundred years old' 
and applies to the occupant of the apartment, while we know that no owner of a 
property would allow the occupant to go on the roof to clean the chimney attached to 
his apartment, and yet he is held responsible for the carelessness of the owner. It 
works a great hardship on very many poor tenants, and I would respectfully recommend 
that section 760 be changed and that the owner would be held responsible. 
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The reinspection and critical examination of garages in the City, owing to an 
expensive and what threatened to be a disastrous fire in West Thirty-ninth street, is 
progressing slowly, there being one man detailed on it at all times. He finds condi- 
tions are very bad, and very few garages are in proper condition to conduct their 
business. Those conditions are being changed as rapidly as possible, and we hope in 
the near future to have all model garages in the City. 

Respectfully submitted, 

GEO. E. MURRAY, Inspector of Combustibles. 



Fire Department City of New York, l 
Office of Hospital and Training Stables, I 
Nos. 133 and 135 West Ninety-ninth Street, f 
Borough of Manhattan, January 6, 1905. J 

Hon. NICHOLAS J. HAYES, Fire Commissioner: 

Sir "― I have the honor to submit the following report of horses for the year 1904: 

Number on hand December 31, 1903 597 

Purchased during IQ04, on contract of 1903 5 

Purchased during 1904 on contract of 1904 100 

I05 



7Q2 

Died 27 

Sold 46 

73 



On hand December 31, 1904 629 



Of those we lost by death 14 were the result of accidents while answering alarms 
of fire. 

The number required to equip the Department at present is 616. The surplus 
number (13) and those we have on trial at all times take the place of such as are 
unfit for service from sickness or injury. 

There were 171 new horses received for trial, of which 105 were found suitable, 
and purchased; 60 were, after examination or trial, reiected. and 6 arc still on trial. 

- To complete the contract made by Fiss, Doerr & Carroll Horse Company, March 
9, 1904, that firm have yet to supply tis'witli 4 horses for Chief Officers' use and 12 for 

use in apparatus. 

• Very respectfully, 、 

JOSEPH SHEA. Chief of Battalion in Charge. 
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Fire Department, City of New York, ， 
Repair Shops, Nos. 130 and 132 West Third Street, ' 

New York, January 6, 1905. , 

Hon. NICHOLAS J. HAYES, Fire Commissioner: 

Sir "~ I have the honor to submit the following report of operations in the Repair 
Shops from January i to December 31, 1904, inclusive: 

Apparatus Rfccived. 

One first-size American fire engine. 
Two second-size American fir€ engines. 
Seven Chief of Battalion wagons. 
Ten hose wagons. 
One wagon (Building Bureau). 
One water tower. 

Six Deputy Chiefs' wagons (complete)- 



Hose Received. 

Feet. 

720 50- foot lengths of 2j4-inch White Shield hose 36,000 

200 50-foot lengths of i^-inch White Shield hose 10,000 

60 50-foot lengths of 3-inch Whittf Shield hose 3,000 

2 5<>-foot lengths of 354-inch White Shield hose 100 

21 50-foot lengths of 2j^-inch Single Jacket hose (Brooklyn) 1,050 

80 50-foot lengths of 3J^-inch Windsor hose 4,000 

I 50-foot length of 3^-inch Windsor hose 50 

451 50-foot lengths of 254-inch Eureka hose 22.550 

30 50-foot lengths of 3-inch Eureka hose 1,500 

45 50- foot lengths of 3j4-inch Eureka hose 2,250 

40 so- foot length of ij^-inch Eureka hose 2,000 

180 50-foot lengths of 2j^-inch Windsor hose (Brooklyn) 9,000 

418 so-foot lengths of 2.^/^ -inch Adriatic hose 、… 20,900 

140 50-foot lengths of ij^-inch Adriatic hose 7,000 

118 50- foot lengths of 254-inch Perfect Jacket hose 5,900 



Fire-boats Repaired at Berths. 

"New Yorker" (J. W. Sullivan) $425 00 

"New Yorker" (American Fire Engine Company) 70 00 

"Zophar Mills" (John F. Walsh, Jr.) 115 00 

"Geo. B. McClellan" (John F. Walsh, Jr.) 650 00 

"Zophar Mills" (John F. Walsh, Jr.) 925 00 

"Zophar Mills" (George N. Gardiner & Son) 235 00 
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"New Yorker" (J. W. Sullivan) 350 oo 

"New Yorker" (George N. Gardiner & Son) 235 00 

"Wm. L. Strong" (George N. Gardiner & Son) 、• 235 00 

"Zophar Mills" (Charles Cory & Son) 29 06 

"Zophar Mills" (John F. Walsh, Jr.) 223 00 

"Wm. L. Strong" (Alex. Miller) 84 00 

"Wm. L Strong" (John F. Walsh, Jr.) 3,443 00 

"Geo. B. McCIellan" (Alex. Miller) no 00 

"New Yorker" (Alex. Miller) 785 00 

"Geo. B. McCIellan" (P. H. 0，Day & Son) 200 00 

"Geo. B. McCIellan" (P. H. 0,Day & Son) 42 50 

"Abram S. Hewitt" (P. H. 0,Day & Son) 42 50 

"Abram S. Hewitt" (P. H. O'Day & Son) 65 00 

"Abram S. Hewitt" (George N. Gardiner & Son) 235 00 

"Wm. L. Strong" (P. H. O'Day & Son) 70 00 



Total $8,569 06 



Apparatus Repaired at Shop. 

Engines 191 

Hose wagons 80 

Battalion wagons 83 

Automobile, times 10 

Hook and ladder trucks 45 

Miscellaneous wagons 55 

Water towers •• 5 

Sleighs 2 



Apparatus Repaired Outside of Shop. 

Engines • 13$ 

Hose wagons 、 26 

battalion wagons 18 

Hook and ladder trucks 135 

Miscellaneous wagons 3 

Water towers 10 



Very respectfully, 

JOHN H. LEONARD, 
Chief of Construction and Repairs to Apparatus. 
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Fire Department, City of New York, 
Bureau of Violations and Auxiliary Fire Appliances 
Nos. 157 and 159 East Sixty-seventh Street, 

Borough of Manhattan, January 10, 1905. 




Hon. NICHOLAS J. HAYES, Fire Commissioner: 

Sir "~ I have the honor to transmit herewith report, with statistical information, 
etc., of the work of this Bureau for the year ending December 31, 1904: 

In view of the fact that the Bureau was created December 22， 1903, and this being 
the first annual report, I have taken the liberty of going into a little more detail than 
is customary, in reports of this nature, and only desire to set forth as briefly as possi- 
ble the duties and responsibilities of the Bureau, the work accomplished and the 
results and benefits of such work. 

The Bureau is charged with the examination of all complaints and reports of vio- 
lations, or alleged violations, of all laws and ordinances which place upon the Fire 
Department the duty of requiring the installation of auxiliary fire appliances, and the 
taking of other precautionary measures, etc., which are made mandatory by the Char- 
ter, laws or ordinances, or are discretionary with the Fire Commissioner. 

The head of the Bureau is empowered and authorized to issue notices requiring 
the removal of violations when found to exist, and consequent compliance with the 
laws and ordinances covering the installation of such auxiliary fire appliances, and 
other precautionary measures as may be ordered from time to time by the Fire Com- 
missioner. 

The existing rules and regulations require company commanders of the uniformed 
force semi-annually, on April 15 and October 15 of each year, to make inspections 
and forward reports of all buildings within their respective districts wherein auxiliary 
fire appliances are or should be installed, with necessary recommendations, and such 
reports are transmitted through the regular channels to this Bureau. 

This Bureau makes all subsequent inspections and reinspections, and serves all 
notices to correct conditions, or to provide necessary or additional appliances. 

The work done during the year in directing the installation of auxiliary fire appli- 
ances and correcting dangerous conditions, under the provisions of section 762， chap- 
ter 378, Laws of 1897, as amended by chapter 466, Laws of 1901 (Greater New York 



Charter), and sections 102 and 109 of the Building Code, is shown below: 

Semi-annual reports received from company commanders and examined. . . . 14,072 

Inspections and reinspections 2,979 

Communications and special reports 667 

Notices served • 4^9 

Violations forwarded to Corporation Counsel ISI 
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Tlie notices served during the year resulted in the following appliances being 
installed and conditions corrected: 

Number 
of ' 

' Build- 
ings. 



Standpipe equipment, which includes the necessary connections and hose, 
together with means to supply same, either by gravity tank or pump 
pressure locally, or by Fire Department, by means of outside connections. . 38 
Automatic sprinkler equipments and perforated pipe systems in cellars and 

sub-cellars 43 

Means of communicating alarms of fire direct to Fire Department Headquarters, 

hotels, etc 29 

Interior alarm systems, consisting of large gongs in hallways of hotels, etc., 
to warn occupants of fire, and minimize delay in use of available means of 

escape 65 

Proper signs in halls, indicating location of exits 26 

Time detectors to record movements of watchman 11 

Rope fire escapes 、 23 

Other conditions corrected, such as fire doors, etc •• 26 



The following portable fire appliances were also instated: 

Metal buckets 5,034 

Fire hooks 289 

Fire axes 285 

Three-gallon liquid chemical extinguishers 533 



These figures cover only . such cases where appliances were installed by order of 
Fire Commissioner, and under supervision of this Bureau during the year, and do not 
include installations in former years, or in new buildings. 

The work done in the various theatre buildings during the year, under the direction 
of the Mayor's Theatre Committee, on which I, by your direction, acted as representative 
of the Fire Department, covered such requirements as were found, on personal inspec- 
tion, to be necessary, and resulted in the construction of new and adequate exits, the 
arrangement of exit doors to guarantee sure use of them, the installation of improved 
and additional auxiliry fire appliances, consisting of standpipes (fire lines) and auto- 
matic sprinkler systems, etc., the r changing of asbestos curtains and placing of 
mechanism for quick operation of same, the construction of division walls and the 
fitting of fire doors to divide stage from dressing rooms, as well as front of house, the 
overhauling of rigging operating skylights over stage, and the attachment of quick- 
opening devices in connection therewith, the removal of dangerous conditions from 
the various buildings, such as use of gas on stage and other parts of house, the repair- 
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ing of defective, and the removal of dangerops electric lighting equipment, the 
improvement and correction of defects in heating apparatus, the use of certain parts of 
structure for storage of scenery and stage properties, etc. 

The orders issued, except in some few instances, were obeyed without question, 
in which cases the theatres were closed by the Board of Health, by direction of his 
Honor, the Mayor, on report of the Committee. Those closed were subsequently 
reopened on completion of the necessary changes and additions. 

As a result of the improved condition of the various theatres, due to compliance 
with the orders of the Committee, a general reduction in the fire insurance rates was 
allowed, to the extent of 2$ per cent, in some of the buildings, and in others as much 
as 35 per cent. 

The conditions at the present time show that all buildings of a public nature, such 
as hotels, hospitals, asylums, churches, schools, theatres, etc., are or will be in the near 
future, provided with adequate means for extinguishing small fires or holding fires in 
check until arrival of Fire Department, the very high buildings having protection on 
the upper as well as the lower floors, and the danger of fighting sub-cellar fires is to 
some extent reduced. 

A decidedly dangerous condition was found to prevail in the almost absolute neglect 
of the auxiliary fire appliance equipment in a great many buildings, and desire to say 
at this time that the Bureau has done a great deal of good work in showing the general 
public that fire appliances do require care and attention. 

The semi-annual inspections made by the company commanders during the year 
furnishes them with valuable information as to entrances, stairways, elevators, elevator 
and other shafts, etc., and they in turn, in making their inspections of thd fire appli- 
ances, give necessary instruction as to proper care of same, and make only necessary 
recommendations for additional equipment to cover danger points. 

I might call attention at this time to the fact, without making any claim for the 
increased efficiency of auxiliary fire appliance equipment, that the records for the first 
nine months of 1904 show an increase in total number of fires of 523 over the same 
period in 1903, but the average loss per fire shows a decrease of $35.37. 

The recent issuance of regulations governing the standpipe (fire line) and perfor- 
ated pipe work contemplates a supervision over work of this nature which will 
guarantee proper mechanical arrangement of such equipment, with assurance of 
efficient service in event of fire. 

The question of proper auxiliary fire protection for the various public institutions, 
particularly those in partially isolated localities, such as on the islands of East river 
and Long Island Sound, and in the outlying sections of the Borough of The Bronx, is 
a very important one, and while some work has been done to improve the conditions, 
the preliminary inspections indicate that a great deal of work can and will be done to 
improve and bring the existing auxiliary equipments up to date. 
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Harmonious relations have been, established between this Department and the New 
York Fire Insurance Exchange, looking toward the betterment of general conditions, 
and the improvement of auxiliary fire appliances, with very excellent results, and great 
promise of continued good work during the coming year. 

The force of this Bureau at this time consists of: 

Chief of Battalion in charge i 

First grade Firemen 5 

Stenographer (un uniformed) I 

Total 7 



The volume of business handled by this Bureau, which will increase each succeeding 
year, makes the necessity for additional help and more office space evident. 

The Bureau at this time occupies only about 150 square feet of floor space, in 
which is located one roll-top desk, one typewriter desk, one bookkeeper desk in which 
are kept plans, record books, etc., and three file cases containing records of over 7,000 
buildings in the boroughs of Manhattan and The Bronx, also one wardrobe, leaving 
barely room to turn around. 

I am of the opinion that the work of the coming year can be handled properly 
with a force consisting of: 

Chief of Battalion in charge i 

Foreman, as assistant i 

First grad^ Firemen 5 

Stenographer (ununi formed) I 

Clerk (ununiformed) I 



Total 
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I would recommend that proper legislation be secured to provide adequate punish- 
ment for wilful neglect, or malicious interference, which impairs the efficiency or 
destroys the usefulness of the auxiliary fire appliances installed in any building within 
the jurisdiction of the Fire Department. 

Respect fuly submitted, 

WILLIAM T. BEGGIN, 

Chief of Battalion in Charge of Bureau of Violations 
and Auxiliary Fire Appliances. 
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Fire Departtnetit, City of New York, 
Bureau of Violations and Auxiliary Fire Appliances, ^ 
Nos. 157 and 159 East Sixty-seventh Street, ' 
Borough of Manhattan, November 30, 1904. , 

Hon. NICHOLAS J. HAYES, Fire Commissioner : 

Sir -~ I would respectfully submit, supplemental to my report of even date, same 
being in compliance with instructions received in letter dated November 21, 1904, that 
I have also acted, by your direction, as a member of the Mayor's Theatre Committee, 
and desire to state that this committee, which cbnsisted of Dr. Walter Bensd, Assist- 
ant Sanitary Superintendent, Department of Health ； Mr. Rudolph Miller, Chief Engi- 
neer, Bureau of Buildings, Borough of Manhattan, and myself made personal inspec- 
tion of all theatres in Borough of Manhattan, and subsequently issued orders to the 
proprietors and managers of same to make such changes in buildings and additions to 
equipment as were considered necessary to more safely guard the lives of the general 
public during performances in case of fire or panic. 

These orders required improvements such as proper and adequate exits, improved 
and additional fire extinguishing appliances, proper asbestos curtains and division walls 
between stage and auditorium, and proper ventilation over stage in event of fire; and 
the removal of dangerous conditions, such as: Accumulated stage scenery and proper- 
ties, use of gas on stage and other parts of theatre, defective and dangerous electric 
lighting, and heating apparatus, etc., etc. These orders were obeyed without question, 
except in some few instances, in which cases the theatres were closed by order of the 
Board of Health at request of his Honor, the Mayor. Those closed were reopened 
subsequently on completion of the necessary changes and additions. 

The improved conditions in the various theatres has resulted in a general reduction 
in fire insurance rates on such buildings wherein the orders of the Theatre Committee 
have been complied with, to the extent of 25 per cent, in some of the buildings, and in 
others as much as 35 per cent 

Respectfully submitted, 

WILLIAM T. BEGGIN, Chief of Battalion. 
In Charge Bureau of Violations and Auxiliary Fire Appliances. 
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Fire Department, City of New York, Office of Fire Marshal, 
Nos. 157 and 159 East Sixty-seventh Street, * 
Borough of Manhattan, April 6, 1905. , 

Hon. NICHOLAS J. HAYES. Fire Commissioner : 

Sir ~ I have the honor to forward herewith copy in duplicate of the report of this 
Bureau for the year 1904. 

In that year there were 7,549 fires in the Boroughs of Manhattan, The Bronx and 
Richmond, entailing a total loss to buildings and contents of $4,530,943, an average 
loss of $600.20. This average loss is the lowest on record in the history of the Depart- 
ment. It is also worthy of note that there was an increase of 762 fires over that for the 
year 1903, and an increase of 1,710 fires over that for the year 1902. 

Following are comparative figures for these years : 



Number Average 
Year. of Fires. Total Loss. Loss. 



1904 7.549 $4,530,943 00 $600 20 

1903 6,787 4,246^60 00 625 64 

1902 5,839 4*510,982 00 772 56 



It is also found that for the year 1904: 

3,066 fires were for losses less than $10. 

1,871 fires were for losses between $10 and $50. 

715 fires were for losses between $50 and $100. 

1,421 fires were for losses between $100 and $1,000. 

341 fires were for losses between $1,000 and $5,000. 

61 fires were for losses between $5,000 and $10,000. 

Statistics as to the causes of these fires show that among the principal causes were : 

Fires. Losses. 



Carelessness in the use of matches 763 $74,528 00 

Chimney fires, heat from defective flues, etc 506 59,778 00 

Carelessness in the use of lighted cigars, cigarettes, etc 495 18,644 00 

Overheated stoves, stovepipes, furnaces, etc 446 115,051 00 

Bonfires, rubbish fires and brush fires 344 25 

Bonfires, sparks or heat from, igniting fences, buildings, etc 112 10,017 00 

Carlessness in the use of lighted candles, wax tapers, etc 347 22,037 00 

Children playing with matches, fires, etc 290 47,514 00 

Gas lights in contact with curtains, etc 232 25,997 00 

Causes not positively ascertained 1,993 3,619,651 00 
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The number of complaints of defective flues, dangerous conditions in wooden 
dumb-waiter shafts and other dangerous conditions found in buildings and investigated 
during the year was 1,266. That for the year 1903 was 692. A comparison of figures 
shows an increase of 574 complaints over that of year 1903. 



Causes of complaints were as follows : 

Dangerous conditions in wooden dumb-waiter shafts 490 

Other dangerous conditions in buildings 460 

Defective flues 316 



1^66 

Disposition. 

Orders complied with yig 

Orders pending 455 

Referred to other departments 12 

No cause found 80 



The record of cases of arson for year 1904 shows that 34 persons were arrested for 
arson or suspected incendiarism. There were also 8 cases pending from year 1903， 
making a total of 42 cases disposed of during the year. 

A table is here appended showing disposition of the cases by the courts, also a 
comparative table for year 1903 : 



I9t34. 1903. 



Dismissed by Magistrates, or Judges of the Court of General Sessions. 17 8 

Found guilty and sentence suspended • 8 3 

Pleaded guilty and sentenced 4 8 

Found guilty and sentenced 2 

Acquitted by Juries • 4 3 

Grand Jury failed to indict i a 

Indictment dismissed i 

Adjudged insane and committed to an asylum i t 

Cases pending December 31 4 8 



Total 



42 33 
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In the investigation of fires of a suspicious nature or of large fires resulting in heavy 
losses, over 1,200 witnesses were in the course of the year subpoenaed to headquarters,, 
examined by me, and their testimony taken down in shorthand ； and in all cases where 
the evidence given tended to show a criminal responsibility, copies of the testimony 
were transcribed in typewriting and forwarded to the District Attome/s Office for 
further legal action. In cases of large fire losses typewritten copies were made and kept 
on file in this office. 

In conclusion, I beg to remark that the report for the year 1904 is in every respect, 
aAd without doubt, the best report ever issued from this bureau ； especially so as 
regards the efficiency of the Department in reducing fire losses. 

Respecting the proper investigation of fires, I desire again to call your attention to 
the fact that we are seriously hampered by not having sufficient help. On account of 
the recent abnormal increases in the annual number of fires it is impossible in many 
cases to give the time and attention that some fires of apparent incendiary origin deserve. 
While fires in two years have increased to over 1,700 in number, no addition whatsoever 
has been made to the working force of this bureau. On the contrary, we have only 
recently lost two policemen detailed to us ； so that at present we are working with less 
men than heretofore. As the work is naturally accumulating, it will be impossible to 
give that attention usually required in the investigation of some fires unless additional 
assistance soon be given us. 

There is also a particular need for a competent interpreter ； quite a number of the 
witnesses examined being of foreign birth, natives of Russia, Italy, Poland, etc., who in 
most cases are unable to understand what is asked of them unles through an interpreter, 
、 so that we must often rely upon chance interpreters or those whom witnesses may bring 
along with them. 

Asking, therefore, that these recommendations meet with your immediate consider- 
ation, and as being made wholly for the best interests of the Department, I remain, 

Respectfully jours, 

PETER SEEftY, Fire Marshal. 
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Arson Record, 1904. 

Number of arrests for arson or suspected incendiarism 

Cases pending from year 1903 

Dismissed by Magistrates or Judges of Court of General Sessions 

Found guilty and sentence suspended 

Pleaded guilty and sentenced 

Found guilty and sentenced • 

Acquitted by juries 

Grand Jury failed to indict 

Indictment dismissed 

Adjudged insane and committed to asylum 

Cases pending December 31 



13 冬 



BUREAU OF THE 

BOROUGHS OF MANHATTAN, 

Causes and Estimated Losses by Fires for 



t Manhattan. 

Cftosea. Fires. Loss. 



Alcohol, tar, pitch, glue, cums, oils, paints, etc.; igniting on 藝 toves, gM 


%1 


14,365 


00 


Bonfires, brush fir'cs,, etc.; made by boys, tramps or others in Tacant lots, 


%% 
aSo 


1,605 

sc 


00 
00 




8j 


7,517 


0% 






33,627 


秦 




33 X 


SI»0X7 


00 






43,334 


00 






13,125 


00 






X3S 


00 






3,005 


oo 




171 

» 


5,103 


00 




8s 


30,460 


00 




78 


2,483 


00 






I,33S 


00 




19 


34*845 


00 




6 


35,800 


00 




184 


8,769 


00 




233 




00 




129 


10,424 


00 








00 




66 


47.074 


00 






8a 


00 


Lamps; kerosene, gasoline, etc., falling, breaking, upsetting or heat from. . 


167 


19*565 


00 




20 




00 


ft 




5,500 


00 




8 


laa 


00 




703 


70,783 


00 




32 


3,800 


00 




96 


a,8oa 


00 




86 




00 






X55 


00 




1,850 


3'4SS'96i 


00 
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FIRE MARSHAL. 

THE BRONX AND RICHMOND. 

the Year Ending December 31, 1904. 



Manhattan and The 
Bronx. Total, 

The Bronx. ^ / 

Firea. Loss. Fires. Loss. 



Richmond. ^ * Total. _ 、 

Firei. Loss. Firea. 



I 






j8 


$4.365 


00 


• 


事 3,M0 00 


30 


17,585 


00 


a 






34 


1,605 


00 


I 




35 


1,605 


00 


40 






5^0 


as 


00 


，4 




344 




00 


14 


1 1,300 


00 


96 


8.817 


00 


16 


1,200 00 


iia 


10,017 


00 


31 


1.445 


00 


473 


35,07* 


00 


33 


24,706 00 


506 


59.778 


00 


II 


605 


00 


34a 




00 


5 


4IS 00 


347 


",037 


00 


19 


J.76S 


00 


284 


45.099 


00 


6 


a,4i5 00 


apo 


47,5" 


00 


51 


4,835 


00 


473 


17,960 


00 




684 00 


495 


18,644 


00 


-- 






4 


135 


00 






4 . 


"S 


00 


• . 






5 


3,00s 


00 




150 00 


6 


3>i5S 


00 




10 


00 


188 


5,203 


00 




4,000 00 


189 


9,202 


00 


7 


10,750 


00 


92 


40,210 


00 


« 




93 




00 




30 


00 


80 




00 


7 


265 00 


87 




00 


. s 


165 


00 


40 


1,500 


00 


5 


448 00 


45 


1,948 


00 








20 




00 






ao 


a4'8 磚 S 


00 


• • 






6 


3S>8oo 


00 






6 


35fSoo 


00 


5 


30 


00 


189 


8,799 


00 


•• 




189 


8,799 


00 


8 


390 


00 


231 


25.972 


00 


1 


35 00 


aja 


",997 


00 




1,830 


00 


134 




00 






135 




00 




25 


00 


23 


177.967 


00 






«3 


"7,967 


00 




535 


00 


71 


47»609 


00 






71 


47.609 


00 










83 


00 










00 


16 


1.707 


00 


183 


31,372 


00 




2,027 00 


190 


23.399 


00 






00 


as 


4.790 


00 




300 00 


36 


5.090 


00 




120 


00 




5,620 


00 




135 00 


6 


5>745 


00 








8 


122 


00 






8 


• 12a 


00 


45 


1.985 


00 


748 


72,768 


00 


15 • 


1,760 00 


763 


74,528 


00 




175 


00 


33 


3*975 


00 


a 


195 00 


35 


4,170 


00 




25 


00 


• 103 


2,827 


00 






104 


3,837 


00 




70 


00 


93 


1,317 


00 




600 00 


95 


1.917 


00 








8 


»5S 


00 






8 


15s 


00 


86 


101,445 


00 




3.557,406 


00 


57 


62,245 00 


1,993 


3.6x9.651 


00 
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Cmw, Fifct. Lost. 



Sparks from chimneys, stoves, stovepipes, etc - 174 ax. 145 00 

Sparks from locomotives, engines, etc s 330 00 

Sparks from other fires 5 x»86o M 

Steam pipes, heaters, etc. ； igniting woodwork, etc 9 18,510 00 

Stoves, boilers, furnaces,, stovepipes; heat from, etc 394 88.993 «> 

Stoves, furnaces, grates; live coala falling from 22 755 00 

Stoves; kerosene, gasoline, etc., exploding, falling or upsetting 41 5,343 00 

Soontaneous combustion; oily ra 炉, salt hay, etc 68 31,917 00 

Thawing frozen water or gas pipes; carelessness in the use ot can41es> 

fire, etc 151 94,051 00 

Tar pot; igniting in street 38 795 00 



6.793 $4'aS3,S$a 00 



Losses and Insurance, Boroughs of Manhattan, 

January. February. March. April. May. 

Estimated Loss ~" 

Insured and Uninsured: 

On buildings and vessels. . $226,380 $310,246 $251,444 $152,702 $ 1 94,900 

On contents 501,694 275.036 279,570 327,099 218,03， 

Total $728,074 $585,282 $531,014 $479,801 $412,933 

Estimated Insurance 一 

On buildings and vessels $16,228,600 $12,216,550 $14,803,350 $13,538,200 $9,931,940 

On contents 3,403,575 4,389,000 3,231,765 3,611,907 "967,175 

Total $19,632,175 $16,605,550 $18,035,115 $17,150,107 $11,899,115 

Estimated Uninsured Loss ~ 

On buildings and vessels $6,380 $2,455 $520 $2,808 $1,267 

On contents 21,505 23,540 4,407 3,492 22,305 

Total $27,885 $25,995 $4,927 $6,300 $33,573 

Average loss per fire $934 63 $834 34 $855 09 $761 58 $734 75 

Number of fires 779 . 710 621 630 s6m 
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Bronx. Tots 



■The Bronx.- x • ~ ； * x ♦ Richmond. ^ , ToUl.- 



Wwfc Loss. Fires. Loss. Fires. Loss. Fires. Lots. 



26 


1,050 00 


aoo 


32,195 00 




83 00 


307 


S3,a78 00 


IZ 


6,365 00 


x6 


6,595 00 


9 


71a 00 




7,307 00 








1,860 00 




10 00 


6 


1,870 00 






9 


18,5x0 00 






9 


x8,5io 0% 


34 






108,3x8 00 


18 


6,733 00 


446 


xi5»o5x 99 






as 


755 00 


a 


4^5 00 




1,180 4M 






41 


5(943 00 


XI 


6,053 00 




11,296 00 




80 00 


7» 


31.997 00 




35 00 


75 


S^.ojj 00 


16 


880 00 


167 


34,931 00 




303 00 


IJfO 


SS.134 00 






39 


795 00 






39 


795 。0 


489 


$158,357 00 




$4,411,909 00 


»«， 


$1 19*034 00 


7*549 


14*530.943 o« 


The Bronx and Richmond, 


for the Year 


1904. 









June. July. August. September. October. November. December. Year. 



1146,579 $41,3" 
286,169 96,772 

$432.748 $138*115 



^.869 153,567 
$116,955 1228,28 J 



•83,591 $84,7x5 
« 77,438 172,504 

拿 261,029 $J57,ai9 



$"6,735 $1,735.436 
"2,757 2,79Si507 

$359.49* $4> 5 30,943 



814,503 寧 9,831,300 $9,6^6,550 $10,837,300 零 10,454,465 $6,810,075 $15,992,810 $140,075,543 
x>S70»300 1,868,850 2,363,300 3,308,639 i,670tS08 5,407,236 34»349*55S 



零 12,371,813 事 iif40i,6oo 事 1 1,495,400 苓 i3，i90,Soo 112,763,104 事 8,480,583 $21,400,036 $174,425,098 



|66o 
1.495 



6,804 



； I.OJ5 

5.8os 



%66a 
3,980 



辠 1,66s 



11,858 



$27,369 
37,689 



$49.436 
137,60a 



18.833 

零 814 96 $210 54 
531 6s6 



1^34 37 零 "o 7» 
499 530 



$6.387 |X4»454 

專 461 99 l3«9 03 
565 697 



$5S»o58 ♦ 1 87,038 

皐 467 47 $6oo 30 
769 7*549 
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Losses and Insurance, Borough of 

January. February. March. April. M«]r. 

Eitimated Loss 一 

Insured and Uninsured: 

On buildings and vessels . . 零 199,417 苓 302,968 寧 248,444 $140,821 $189,378 

On content 瞧 496,408 369,941 276,500 323,754 3is,io2 

Total $695,825 $572,909 1524,944 $464,575 本 404,480 

Efttknated Insurance ~ 

On buildings and vessels 零 15,736,900 $11,931,950 $14,570,750 $12,910,000 $9,671,140 

Estimated Insurance—^ 

On contents 3,336,475 4,324,150 3,192,565 3,590,407 i，928,"S 

Total 事 19,073,375 $16,246,100 $i7，763，3iS $16,500,407 $ii,599*9i5 

SS^^^ZI^^^ZZH^^IZS ^^^Zr^3^Z^^Z^E^^I^5 ^^^XS^^SSI^^^I^^^S ^mS^^^^^^S^^S^S^^^^ ^SS^S^S^^SmSS^S^m 

Kitimated Uninsured Loss ~ 

On buildings and vessels 攀 6,265 $2,355 事 395 $640 |86j 

On contents 19,882 22,920 4,253 1,977 20,620 

Total 126,147 $25,275 零 4,647 $3*617 $3 1, 48 J 

ATcrage loss per fire $976 05 $886 85 $922 57 $861 92 $794 65 

Number of fires 713 646 569 539 509 



Losses and Insurance, Borough of 



January. February. March. 



April. 



May. 



Estimated Loss ~ 

Insured and Uninsured: 

On -buildings and vessels. 
On contents 



$33.530 
3iioo 



$5.095 
3,690 



,370 
，78S 



$8.885 
a.370 



Total , 



126,630 



I8.785 



$3>Z55 



iii»255 
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Manhattan, for the Year 1904. 



June. 


July. 


August 


September. 


October. 


November. 


December. 


Year. 


事 8a," I 


$35.697 


I38.271 


$69.628 


$78,321 


$68,093 


$99,612 


$1,553,36/ 




87,282 


62,334 


151,275 




161,439 


203,760 


2,700,191 


$361.130 


|isa,979 


$100,605 


$220.905 


$252,298 


$229,532 


$303,3" 


l4.253.SSa 






to.it6.o<o 


iio. 67^.100 念 

▼ * w， ，， J T 


10,196,925 $6,510,450 $ 


15,360,460 


t T 7 608 


2,445,410 


1,317,700 


1,746,650 


a,337.xoo 


2,271,850 


1,623,458 


5.352.776 


33.467,316 


111,784,593 


辠 1 0,568,200 


$11,083,700 


$13,011,400 $ 


",468,77s $8,133,908 $20,613,236 


$168,845,924 


I485 


零 1,056 




辜 63s 


$x.390 


$i,8a6 




$40,90$ 


1.430 




4.735 


3,8x0 


4.377 


10.688 


12,274 


113,684 


零 1,91s 


零 7'"S 


拿 S,"S 


寧 4,445 




$12,514 


$36.550 


$154.589 


$763 48 


零 2" 03 


zi 


$449 90 


I492 76 


$380 65 


$431 S3 


$626 16 


473 




455 


491 




603 


703 


6,793 


rhe Bronx, for the Year 1904. 










===» 


June. 


July. 


August. 


September. 


October. 


November. 


December. 


Year. 


$6i,iao 




零 270 


$585 


$a,6oo 




$3.385 


$110,905 


5,5" 


7,8^0 


520 


352 




3,665 


15*445 


47.45a 


$66,645 


1 10,265 


%790 


$937 


$5.030 


$3.930 


$18,830 


$158,357 
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■ 


January. 


February. 


March. 


April. 


Maar. 


Estimated Inaurancc— 














$389,600 


事 磾44,000 


$197,100 


$605,800 


$327,000 




53«8oo 


41,700 


30,000 


12,700 


27.700 


Total 




$38^.700 


$327. 1 00 


$6x8,500 




Estimated Uninsured Loss 














$80 


$35 




$1,430 


$190 






540 


$100 


1.305 


1,60$ 




$620 


$565 


$100 


|a»735 


辠 i，79S 




IS 




$108 79 


$208 42 


$77 9* 




• SI 


41 


29 


54 - 
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Losses and Insurance, Borough of 



January. February. March. April. May. 



Estimated Lossr— 

Insured and Uninsured : 

On buildings and vessels. . 寧 3,433 

On contents 2,186 

Total $5.619 

Estimated Insurance ~ 

On buildings and vessels $102,100 

On contents 13,300 

Total $115,400 

iLstimated Uninsured Loss 

On buildings and vessels $35 

On contents 1,083 

Total $1,118 

Average loss per fire •••• $374 60 

Number of fires 15 



f2,x83 
1,40s 



$3.588 



$50,600 
23,150 

$73.750 



^75 

80 



$155 



,630 
,285 



►2,915 



$35.500 
9,200 

$44,700 



？ 125 

55 
$i8o 



$2,996 
975 



$3.971 



$22,400 
8,800 

$31,200 



$738 
210 



$948 



56 00 $126 74 $107 32 

23 23 37 



z,i8o 



$6.347 



1.000 
10,700 



$44,500 



$215 
80 



辠 A44 " 
. i6 
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June. 



fuly. 



August. September. October. November. December. Year. 



$441,100 $551,400 $253,750 本 123,000 $225,740 $245,000 $533,000 苓 4,034,490 
103,300 246,800 119,300 7,500 29,700 17,500 17,600 707,600 



$544,400 $798,200 零 373,050 $ia9»Soo 苓 255,440 $26j,5oo - $549,600 $4,742,090 



$8o 

65 



$145 



,666 12 
40 



40 



$115 



Uos 30 
SO 



專 10 



|io 



I26 33 
30 



$5 

95 



； 100 



04 
24 



$50 
ao 



$139 73 
36 



$300 
1,095 



$67 75 
58 



$3*010 
1 5,060 



$70 $1,395 $18.070 



I384 28 
49 



ao,47S 



$25,720 
489 



Richmond, for the Year 1904. 



June. 



July. 



August September. October. November. December. Year. 



！， 748 



$3,201 



545 



l4,5oa 



$2,670 $IS»357 $13.738 $71.170 



2,325 


1,670 




1,940 


1,031 


8,400 




47.864 


l4*973 


$4,871 


$15.560 


專 6,44a 




$23.757 


$37.290 


韋 1 19,034 


8,600 


$29,400 
5,800 


$36.750 
2,900 


$30,900 

18,700 


$31,800 
7,089 


♦54.6^5 

39.550 


$200,350 
36,850 


$66a,445 
174.639 


$42,820 


$35,300 




$49,600 


$38.889 


$84,175 


$237,200 


$837.084 


$95 


$898 
4S 


I305 
1,060 


75 


325 


$470 
75 


$83 

355 


翁 

寧 3,286 
3*443 


$95 


$943 


$1.365 


$97 


$550 


$545 


$438 


皐 6,729 


$276 27 
18 


$187 34 
26 


$i,iii 4a 
14 


$4*9 46 
15 


$217 70 
17 


$659 91 
36 


$2,193 53 
17 


$445 82 
a67 
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Extent of Loss at Fires, Boroughs of Manhattan^ 











竇 

January. 


February. 


March. 


April. 


May. 


Nominal 


or less than % 








22S 


261 




Between 


$10 


and 


$50 




139 


127 


140 


X51 


Between 


SO 


and 






83 


70 


64 


61 


Between 


100 


and 






ISO 


iS6 


126 


90 


Between 


1,000 


and 






40 


a6 


»7 




Between 


5,000 


and 






7 


5 


4 


s 


Between 


lO'OOO 


and 




3 


, 


J 


4 


s 


Between 


30,000 


and 




I 


I 






I 


Between 


30,000 


and 




1 


3 


1 




• • 


Between 


40,000 


and 














Between 


50,000 


and 








I 


• • 


• • 


Between 


60,000 


and 






• • 






• • 


. Between 


70,000 


and 






• • 




4 




Between 


80,000 


and 








• • 




X 


•Between 


90,000 


and 






• • 


• • 




• • 


Between 


100,000 


and 








I 






Between 


125,000 


and 






• • 






• • 


lictween 


150,000 


and 






• • 






• 鲁 


Between 


175,060 


and 












1 


Between 


200,000 


and 














Between 


225,000 


and 














Between 


250,000 


and 














Between 


275,000 


and 














Between 


300,000 


and 














Between 


350,000 


and 














Between 


400,000 


and 








•• 


- - 


•• 


Between 


450,000 


and 














Between 


500,000 


and 














Between 


600,000 


and 














Between 


700,000 


and 














Between 


800,000 


and 














Between 


900,000 


and 






















"0 


621 


630 


S6* 
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The Bronx and Richmond, for the Year igo4. 



Percentase 
to Whole 

June. July. Auguit. September. October. November. December. Year. Number of 

Fires. 



^9 A 




一屋暴 






，AI 




^.066 




"3 


18】 


138 


z6o 


X54 


189 


197 


1.871 




45 


5* 






54 


49 




7*5 


9 


9， 


97 


8a 


78 


109 


"3 


147 






漏 A 


a8 










46 


，过 I 




6 








3 






61 














3 






















12 


















9 
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531 



656 



499 



530 



769 



>549 
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Extent of Loss at Fires, Borough 



January. February. March. April. May. 



Nominal or less than % 




Between 


$10 


and 


零 50 


Between 


so 

w 一 


and 


100 


Between 


100 


and 


1,000 


Between 


I'OOO 


and 


StOoo 


Between 


5,ooo 


and 


lOfOOO 


Between 


io,ooo 


and 


20,000 


Between 


20,000 


and 


30,000 


Between 


30,000 


and 


40,000 


Between 


40,000 


and 


50,000 


Between 


50,000 


and 


60,000 


Between 


60,000 


and 


70,000 


Between 


Jro'ooo 


and 


Q/X AAA 


Between 


80,000 


and 




Between 


90,000 


and 




Between 


100,000 


and 


T 4 £ AAA 


Between 


125,000 


and 


1 50,000 


Between 


150,000 


and 


175,000 


ocuw ceil 


T 7 c r\nn 
i / 3» WW 


anH 




Between 


200,000 


and 


225,000 


Between 


225,000 


and 


350,000 


Between 


350,000 


and 


275,000 


Between 


275,000 


and 


300,000 


Between 


300,000 


and 


350,000 


Between 


350,000 


and 


400,000 


Between 


400,000 


and 


450,000 


Between 


450,000 


and 


500,000 


Between 


500,000 


and 


600,000 


Between 


600,000 


and 


700,000 


Between 


700,000 


and 


800,000 


Between 


800,000 


and 


900,000 


Between 


900,000 


and 


1,000,000 



277 


as8 


304 


206 




126 


118 


132 


68 


76 


67 


57 


167 


133 


141 


109 


26 


38 


25 


24 


10 






3 


3 




3 








a 






3 















195 
139 
58 
87 
»3 



Total 



713 646 569 539 509 
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of Manhattan, for the Year 1904. 



Percentago 

June. July. August September. 6ctober. November. December. Year. Number of 

Fires. 



206 


2$2 


191 


209 


197 


257 


250 


3,703 


39 


III 


1 66 


"4 


148 


X34 


160 


176 


1,691 


as 


40 


46 


40 


38 


50 


48 


80 


668 


xo 


8a 


86 


74 


73 


zoo 


lOX 


14a 


1*^95 




ao 


as 


23 


17 


»Z 


a6 


44 


3x4 








z 


a 


3 






S5 












a 


a 


3 


28 




2 








a 






xo 


















9 


















3 




































2 
2 





473 580 455 49X 5'^ 603 703 6,793 



10 



Nominal 


or less thmn 




Between 


$10 


and 


$50 


Between 


SO 


and 


100 


Between 


lOO 


and 


2,000 


Between 


1,000 


and 


5,000 


Between 


5,000 


and 


10,000 


Between 


10,000 


and 


flO'OOO 


Between 


aOfOoo 


and 


30,000 


Between 


30,000 


and 


40,000 


Between 


40,000 


and 


50,000 


Between 


50,000 


and 


60,000 


Between 


60,000 


and 


70,000 


Between 


70,000 


and 


80,000 


Between 


80,000 


and 


90,000 


Between 


90,000 


and 


100,000 


Between 


100,000 


and 


125,000 


Between 


125,000 


and 


150,000 


Between 


150,000 


and 


175,000 


Between 


175,000 


and 


200,000 


為蚤、>#赢應 n 


200,000 


and 


22c 000 

M 籍 jp WW 


Between 


235,000 


and 


250,000 


Between 


250,000 


and 


275,000 


Between 


275,000 


and 


300,000 


Between 


300,000 


and 


350,000 


Between 


350,000 


and 


400,000 


Between 


400,000 


and 


450,000 


Between 


450,000 


and 


500,000 


Between 


500,000 


and 


600,000 


between 


600,000 


and 


700,000 


lietwecn 


700,000 


and 


800,000 


Between 


800,000 


and 


900,000 


Hctween 


900,000 


and 


1,000,000 



Total 
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of The Bronx, for the Year 1904. 



Percentaya 
to Wholo 

June. July. August September. October. November. December. Year. Number of 

Fires. 



X9 
9 

6 



s8 

10 

6 



14 
13 

3 



14 
6 



14 
14 

3 



30 
19 



15 



1x8 
30 
7» 

IS 



51 
•4 

14 



148 



Extent of Lost at Fires, Borough 



January. February. March. April. Mky. 



Nominal 


or less 


than 




Between 


$10 


and 




Between 


SO 


and 




Between 


100 


and 




Between 


1,000 


and 




Between 


S，ooo 


and 




Between 


10,000 


and 




Between 


3O，O0O 


and 




Between 


30,000 


and 




Between 


磚 o'ooo 


and 




Between 


50,000 


and 




Between 


60,000 


and 




Between 


70,000 


and 




Between 


80,000 


and 




Between 


90,000 


and 




Between 


100,000 


and 




Between 


135,000 


and 




Between 


150,000 


and 




Between 


175,000 


and 




Between 


300,000 


and 




Between 


335,000 


and 




Between 


350,000 


and 




Between 


375*000 


and 




Between 


300,000 


and 




Between 


350,000 


and 




Between 


400,000 


and 




Between 


450,000 


and 




Between 


500,000 


and 




Between 


600,000 


and 




Between 


700,000 


and 




Between 


800,000 


and 




Between 


900,000 


and 





6 
6 



X4 



18 



15 



9 



Total. 



IS 



«3 



S7 



26 
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of Richmond, for the Year 1904. 

Percentage 
to Whofe 

Juae. July. August September. October. November. December. Year. Number of 

Fires. 



II 
6 



6 



6 



6 



14 

10 



6 



"3 
62 

17 
54 
15 



4a 

6 

JO 



it a6 14 15 17 36 17 a6f 



ISO 



Records of Complaints and Disposition for the Year Ending December 31, 1904. 



From What Source. 



No. 



Engine companies 

Fire Marshal's Bureau.., 

Occupants 

Anonymous 

Neighbors 

Hook and ladder com* 
panics 

Bureau of Violations. . . . 

Tenement House Depart- 
ment 

Insurace Patrol 

Health Department 

Factory Inspectors 

Bureau of Combustibles. 



W 
1x8 

"3 
88 

86 

30 

9 

3 
a 
2 



Total 



1,266 



Class of Structure or 

Business. No. 



Tenements 

Dwelings , 

Business 

Bake shops 

Restaurants 

Hotels 

Boarding housei , 

Factories 

Forges 

Tailor shops … < 

Clubhouses ' 

Concert halls … . 

Foundriea 

Institutions 

Laundries 

Lumber yards • . . 

Schools - 

Synagogues . . . . 

Theatres 

Garage 

Apartment house 
Stable 



Total 



986 
III 
89 

10 

10 

zo 

9 
6 



3 



3 



,a66 



CauM of Complainta, No. 



Dangeroui condition of 
duml>-waiter shafts 

Generally dangerous coo* 
ditions 

Defective fluei ••••• 



46« 



Total 



Disposition. 



Orders complied with 

Orders pending 

Referred to other departments , 
No cause found 



"， 
455 
12 
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Fire Department, City of New York, 
Buildings Superintendent, No. 157 and 159 East Sixty-seventh Street, 

Borough of Manhattan, January 25, 1905. 

Hon. NICHOLAS J. HAYES, Fire Commissioner: 

Sir ~ I have the honor to submit the following report in relation to the buildings 
of this Department for the year 1904: 

Work Involving New Buildings or Extensive Alterations. 

On the first of January, 1904, the following work (awarded during the previous 
year) was in course of construction : 

New building in One Hundred and Fourteenth street, 25 feet east of Madison 
avenue, for Hook and Ladder Company 26. This work was completed October 1 1, 
1904. 

New building on the easterly side of Briggs avenue, 120 feet 6 inches south of 
Two Hundredth street, Borough of The Bronx, for an engine company. This work 
was completed September 19, 1904. 

Extensive alterations to the quarters of Engine Company 13, located at No. 99 
Wooster street, Borough of Manhattan. This work was completed June 10, 1904. 

Alterations to the quarters of Hook and Ladder Company 7, located at No. 217 
East Twenty-eighth street, and Headquarters of the Eighth Battalion, located at No. 
160 East Thirty-third street, Borough of Manhattan. This work was completed May 
12, 1904. 

New building for Engine Company 30, in Spring street, near Hudson street. 
Borough of Manhattan. This work was nearly completed on January 1， 1905. 

New Building in One Hundred and Thirty-ninth street, west of Amsterdam ave- 
nue, for an engine company. This work was nearly completed on January i, 1905. 

New Building in One Hundred and Forty-third street, 300 feet east of Eighth 
avenue, for a hook and ladder company. This work was completed December 15, 
1904. 

Superstructure for new Repair Shops, located at Fifty-sixth street and Twelfth 
avenue, Borough of Manhattan. This work was nearly completed on January i, 1905. 

New building on Intervale avenue, 41 feet north of Home street, Borough of The 
Bronx, for an engine company. This work is still in progress. 

New building in East Eighth street, Long Island City, Borough of Queens, for 
Engine Company 158 and Hook and Ladder Company 65. This work was completed 
on August 16, 1904. 

New building on Jackson avenue, east of Kouwenhoven street, Borough of 
Queens, for Hook and Ladder Company 66. This work was completed October 11, 
1904. 
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New building for Engine Company 124, on the westerly side of Hicks street, zii 
feet south of Joralemon street, Borough of Brooklyn. This work was completed June 
24, 1904. 

New building for Engine Company 145， on the easterly side of West Eighth 
street, Coney Island, and for Engine Company 146, on the easterly side of East 
Twenty- third street, about 270 feet south of Voorhces avenue, Shcepshead Bay, Bor- 
ough of Brooklyn. This work was completed November 12, 1904. 

General repairs and alterations to the quarters of Engine Company 120, located 
at No. 532 Eleventh street, Borough of Brooklyn. This work was completed April 
30, 1904. 

General alterations and repairs to quarters of Engine Company 126, located at 
No. 409 State street, Borough of Brooklyn. This work is completed. 

Repairs and alterations to quarters of Engine Company 118, located at No. 650 
Hart street, Borough of Brooklyn. This work was completed November 22, 1904. 

The following contracts were awarded : 

New building in Watkins street, 250 feet south of Glenmore avenue, Borough of 
Brooklyn, for Engine Company 131. Cost, $36,749. This work is nearly completed. 

Alterations to the quarters of Engine Company 151 and Hook and Ladder Com- 
pany 69, located on the east side of Washington avenue, between £ and F streets. 
Borough of Brooklyn. Cost, $3,749. This work was completed November 14, 1904. 

New building for Hook and Ladder Company 8, located at corner of North 
Moorfc and Varick streets, Borough of Manhattan. Cost, $55,935. The work on this 
. building is still in progress. 

Alterations to the quarters of Engine Company 113, located at No. 137 Powers 
street, Borough of Brooklyn. Cost, $8,857. This work is still in progress. 

Alterations to the quarters of Engine Company 122， located at No. 836 Quin^ 
street, Borough of Brooklyn. Cost. $8,727. This work is still in progress. 

Alterations to the quarters of Engine Company 104, located at No. 299 Degraw 
street, Borough of Brooklyn. Cost, $7,796. This work is completed. 

Alterations to the quarters of Hook and Ladder Company 53, located at No. 183 
Concord street, Borough of Brooklyn. Cost, $8,234. This work is nearly completed. 

Alterations to the quarters of Engine Company 108, located at No. 227 Front 
street, Borough of Brooklyn. Cost, $13,835. This work is nearly completed. 

Alterations to the quarters of Engine Company 53, located at No. 175 East One 
Hundred and Fourth street, Borough of Manhattan. Cost, $5,196. This work is still 
in progress. 

Alterations to the quarters of Engine Company 58, located at No. 81 West One 
Hundred and Fifteenth street, Borough of Manhattan. Cost, $3,946. This work is 
still in progress. 
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Alterations to the quarters of Engine Company 40, located at No. 153 West Sixty- 
eiffhth street, Borough of Manhattan. Cost, $3,523. This work is still in progress. 

Alterations to old school building on Albany road, near Bailey avenue, Borough 
of The Bronx, for an engine company. Cost, $4,996. This work is nearly completed. 

Alterations to the quarters of Hook and Ladder Company 21, located at No. 43a 
West Thirty-sixth street, Borough of Manhattan. Cost, $3,999. This work is nearly 
completed. 

Alterations to the quarters of Engine Company 50， located at No. 749 East One 
Hundred and Sixty-sixth street, borough of The Bronx. Cost, $26,'98i. This work is 
two-thirds completed. 

Alterations to the quarters of Engine Company 44, located at No. 221 East 
Seventy-fifth street, borough of Manhattan. Cost, $20,596. This work is three- fourths 
completed. 

New building for Engine Company 7 and Hook and Ladder Company i, located at 
Nos. 102 to 106 Duane street, borough of Manhattan. 

General contract amounting to $72,872 00 

Plumbing and electricity 6,953 00 

Steamfitting ； 2,ooo 00 

This work is commenced. 

Alterations to the quarters of Engine Company 52, located at Riverdale, borough 
of The Bronx. Cost, $1,545. This work is practically completed. 

New building in One Hundred and Thirty-eighth street, borough of The Bronx, 
for an engine company. 

General contract amounting to $38,590 00 

Plumbing, gas and electricity 3,100 00 

This work is commenced. 

Repairs to quarters of Engine Company 70, located at City Island, borough of The 
Bronx. Cost, $1,319. This work is commenced. 

Alterations to the quarters of Hook and Ladder Company 20, located at No. 157 
Mercer street. 

General contract amounting to $12,934 00 

Steamfitting 1,897 00 

Plumbing 1*848 00 



This work was awarded December 29, 1904, but the contracts ar? not yet signed. 
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Alterations to the quarters of Engine Company 139, located at No. '369 Fourth 
avenue, borough of Brooklyn. Cost, $4,987. This work was awarded December 29, 
1904, but the contract is not yet signed. 

Repairs to quarters of Training Stables, located at No. 135 St. Edwards street, 
borough of Brooklyn. Cost, $1,949. This work was awarded December 29, 1904, and 
the contract was signed January 19, 1905. 

Small Contract Jobs, and Work Done by Department Mechanics. 

Repairs and small alterations were made on 121 buildings of the Department in the 
boroughs of Ma'nhattan and The Bronx, at a total cost of $46,084.45. 

The amount of repairs averaged $380.86 per building. 

Grouping the repairs and alterations, 465 jobs were done by contract, amounting to 
$27,069.83, and 677 jobs were done by mechanics employed by the Department, the 
estimated cost of which is $19,014.62. 

In the following report of the work in each building, the value of the work 
done by Department mechanics has been estimated from the cost of material used, and 
the time spent. These amounts are, therefore, approximate. The amounts set opposite 
the contract repairs are exact. 



Estimated . 
Contract Repairs by 

Company. Repairs. Department Totals. 

Mechanics. 



Engine 






事 191 


44 


"OS 17 


Engine 






88 


19 


90 


171 78 


Engine 








541 


63 


54X 63 








Engine 






93 


3 


85 


X45 7S 


Engine 






23 


95 


25 


}47 4« 


Engine 






15 


13 


88 


4a 03 


Engine 






93 




70 


6s 63 


Engine 






37 


677 


73 


* 908 99 


Engine 






86 




20 


1x5 06 


Engine 




738 


SO 


55 


94 


794 44 


Engine 






57 


"8 


31 


466 88 


Engine 






56 


335 


34 


909 90 


Engine 








50 


4» 


113 09 


Engine 






as 


64 


83 


Z55 o« 


Engine 








134 


4X 










Engine 






595 


90 


63X 88 


Engine 








i84 


54 


608 84 


Engine 


18 




00 


48 


23 


9« 33 
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Estimated 
Contract Repairs by 

Company. Repairs. Department Totals. 

Mechanic t. 



Engine 






ao 


231 53 


虞 90 7 鳥 


Engine 




68 


78 


177 41 


346 X9 


Engine 






09 


14 aa 


88 31 


Engine 




w 


ao 

w 


39 14 


za6 43 


Engine 




46 


4S 


319 96 


366 41 


Engine 




98 


74 


719 04 


817 78 


Engine 






00 


4x4 09 


495 09 


Engine 






4a 


550 66 


1,140 08 


Engine 






93 


75 7X 


601 64 


Engine 






00 


146 13 




Engine 






31 


39X 08 


304 39 


Engine 






95 


93 74 


1,003 69 


Engine 






85 


53 35 




Engine 






05 


194 91 


aa8 96 


Engine 






XI 


Z26 01 


600 ij 


Engine 




78 


06 


-4a 87 




Engine 






30 


ai9 'so 


373 io 


Engine 


36 


267 


as 


97 4S 


3^ 70 


Engine 


















Engine 






08 


A 一 

38i 07 


SJ3 IS 


Engine 






7a 


35 09 


710 9直 


Engine 






50 


85 58 


94 oS 


Engine 






6a 


4 15 


6s 7t 


Engine 






15 


148 4S 


639 60 




A 1 * 廳 廳愚- -雌雕 鵬廉癧 


68 


00 


6 3S 


f ， WW 


Engine 
Engine 








" 30 
757 96 


" J« 

1,0" x| 






19 


Engine 








7a 97 


974 II 


Engine 






17 


X58 73 


360 90 


Engine 






00 


66 


X57 66 


Engine 
Engine 








4 00 


4 00 






34 


XIX 10 


317-44 


Engine 




89 


00 


33 46 


i<a 46 


Engine 






00 


134 73 


1,691 73 


Engine 






09 


17a " 


314 w 


Engine 






19 


198 39 


509 S8 



【56 



Es'im&ted 
Contract Repairs by 

Company. Repaiis. Dejnrtment Totals. 

Mechanics. 



Engine 


55 


Engine 


56 


Engine 


57 


Engine 


S8 


Engine 


59 


Engine 


6o 


Engine 


6i 


Engine 


62 


Engine 


63 


Engine 


64 


Engine 


65 


Engine 


66 


Engine 


67 


Engine 


68 


Engine 


69 


Engine 


70. 


Engine 


71 


Engine 


72 


Engine 


73 


Engine 


74 


Engine 


75 


Engine 


76 


Engine 


77 


Engine 


78 


Engine 


79 



Fire Department Headquarters Building 

Hospital tables 

Repair Shops (old) 

Repair Shops (ncw^ 

Old School Building at Kingsbridge 

No. 173 Elm street 

HSok and Ladder i 

Hook and Ladder 2 

Hook and Ladder 3 

Hook and Ladder 4 

Hook and Ladder s 



21B 


58 


33 


40 




98 


aaS 


20 


99 






43 


871 


25 


8i 


»7 


95» 


S» 


72 


40 


77 


95 


ISO 


35 


30 


99 


308 


61 


339 


60 


"S 


89 


160 


96 


"6 


85 


«33 


83 


167 


34 


401 


17 


5 


00 


9 


65 


14 


65 


6o 


00 


X 


35 


61 


35 








53 


937 


53 


50 


08 


14 


30 


64 


38 






178 


38 


i7« 


38 


43 


33 


53 


80 


97 


'3 


5 


IS 


40 


35 


45 


SO 


100 


06 




»S 


zoo 


31 


1,344 


00 


51 


29 


l>395 


<9 


66 


13 


7« 


83 


137 


96 


94 


08 


6 


9a 


xoi 


00 


49 


OS 






49 


。S 


x66 


10 


59 


35 


aJ5 


45 


91 


06 


49 


Sa 


140 


58 


414 


a? 


81 


34 


495 


61 






13 


95 


xa 


9S 






97 


as 


97 


«S 






6 


63 


6 


6a 




OS 




15 




ae 


353 


14 


1,0^6 


8a 


i>379 


9« 


"3 


81 


71 


S6 




X7 


a6a 


00 






,6， 


00 


147 


00 


194 


95 


341 


95 


355 


38 


IS3 


70 


509 


08 


93 


SO 


zxe 


41 


aoa 


91 


184 


«9 


ao3 


60 


387 


89 


"4 


94 


911 


x6 


1,^36 


10 


188 


94 


86 


64 


»7S 


58 


234 


96 


393 


74 


S，8 


TO 
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Estimated 
Contract Rep tis by- 

Company. Repairs. Department Totals. 

Mechanics. 



Hook 


and 


Ladder 


6 


Hook 


and 


Ladder 


， 


Hook 


and 


Ladder 


8 


Hook 


and 


Ladder 


9 


Hook 


and 


Ladder 


xo 


Hook 


and 


Ladder 


XX 


Hook 


and 


Ladder 


ZJ 


Hook 


and 


V • 警 

Ladder 


Z3 


Hook 


and 


Ladder 


14 


Hook 


and 


Ladder 


15 


w 耋 

Hook 


and 


Ladder 


i6 


Hook 


and 


Ladder 


X7 


Hook 


and 


Ladder 


x8 


Hook 


and 


Ladder 


19 


Hook 


find 


Ladder 


20 


Hook 


and 


Ladder 


ax 


Hook 


and 


Ladder 




Hook 


and 


Ladder 


»3 


Hook 


and 


Ladder 


-4 


Hook 


and 


Ladder 


as 


Hook 


and 


Ladder 


j6 


Hook 


•nd 


LMlder 




Hook 


and 


Ladder 


,8 


Hook 


and 


Ladder 


29 



Storehouse, 


•No. 


439 E 


Uot Sixty-cighfh street. . . - 


Fuel Depot 


No. 






Fuel Dei>ot 


No. 






Fuel Depot 


No. 






Fuel Depot 


No. 






Fuel Depot 


No. 






Fuel Depot 


No. 






？ a«l Depot 


No. 







19， 36 


100 


la 




395 78 


195 




S9I 65 


53 oo 


80 


SO 


13s SO 


«97 83 








赢星 

99 00 




参一 


146 47 


zis 65 




oO 


45 


響 • • A • 








9/ 0* 


蟲 

•74 


M 處 

79 


am^m 警 一^ b 

771 79 


• 一^^ 編 慮 

*79 73 




97 


396 70 


»37 55 


• • 

33 


5S 


• • 耋 警 ^ 


43 07 


104 


5* 




937 70 




33 








cS 


If30I yM 


《A AA 


« «« 
**/ 




177 09 


*34 95 


490 


40 




竇 實 ft vft 


loy 


%3M 


一美0 


癧^ 


30 


37 


3*9 7* 


474 »<» 


40 


龜 ji_ 

*9 


5*4 47 


lOS 49 


17 


^4 


I" 73 


44 


45 


SS 


334 99 


64 OS 


46 


94 


zio 99 


IS9 00 






麗 99 00 


«37 43 






W 43 


W 00 






197 00 




31 


SS 


sz as 






3S 


5 JS 


"r 94 


48 


6z 


176 5S 






00 


3 00 






00 


3 00 






00 


3 00 


ixo 00 




69 


S63 69 


8 ao 


6 


00 


14 «o 



$a7.o69 83 寧 19,014 6j M»o84 45 



Respectfully, 

ALEXANDER STEVENS, Superintendent of Buildings 
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ANNUAL REPORT. 1904— NEW YORK FIRE DEPARTMENT RELIEF FUND. 



New York, June i, 1905. 

Hon. GEORGE B. McCLELLAN, Mayor, City Hall, City of New York : 

Sir ~ We, the' undersigned members of the Auditing Comtnittee of the Pension and 
Relief Funds of the Fire Department, City of New York, appointed by your honor on 
the 7th day of February, 1905, do hereby certify that we have examined the books, 
accounts and securities of the said fund for the year 1904, and find the same correct 
to the best of our knowledge and belief, as per annual report made by the Fire Com- 
missioner as Trustee and Treasurer of said fund to your honor, pursuant to chapter 
466, section 789, paragraph 8, Laws of 1901. 

We find the bonds and Corporate Stocks described in Schedule "A" of the Com- 
missioner's Annual Report to be deposited at the Garfield safe deposit vaults, Masonic 
Building, northeast comer of Sixth avenue and Twenty-third street, Borough of Man- 
hattan. 



NEW YORK FIRE DEPARTMENT RELIEF FUND. 

Receipts, 1.904. 

From Bureau of Combustibles >~ 

Oil licenses $65,090 00 

Fireworks permits 4^30 00 

Special permits 14*399 00 

Permits for sale, use, etc., of explosives 4,775 00 

Chimney fire penalties 1,575 00 

Powder licenses 450 00 

Fire in street permits 46 00 

Match licenses 1,025 00 

Contributions 一 Donations 一 

Feb. 19 H. P. Frothingham $25 00 

Mar. II Charles J. Peabody 25 00 

Apr. II American Express Company 1,000 00 

Apr. 13 Adams Express Company 2,500 00 

May 2 J. A. Amundson 250 00 

May 9 Wm. A. and Robert Pinkerton 200 00 

May 23 New York and Cuba Mail Steamship Company. 100 00 

July I Messrs. Weill, Haskell & Co 100 00 

Sept. 15 Delaware, Lackawanna and Western Railroad 

Company 500 00 



$90,170 00 



4j700 00 
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Excise licenses 245,000 00 

Penalties i/x)i aa 

Foreign fire insurance tax 105430 48 

Interest 39^70 ^ 

Sale of condemned property 6,657 22 

Fines, uniformed force, deducted from pay-rolls. 3,365 68 

Special leaves, uniformed force, deducted from pay-rolls. 3,224 53 

Premium on bonds * 14 80 




Disbursements, 1904. 

City Comptroller ~ 

To be paid to the Treasurers of the Exempt or Veteran Firemen's 
Associations, 45 per cent, of proceeds of suits for penalties and 
of all license fees collected in the boroughs of Queens and Rich- 
mond ； also 10 per cent of same to the Treasurer of the Firemen's 
Association of the State of New York, pursuant to section 780, 



subdivisions 9, 10, chapter 466, Laws of 1901 • • . $4,855 49 

Pensions, widows and orphans, etc, boroughs of Manhat- 
tan and The Bronx $08,085 79 

Retired men, Manhattan and The Bronx 266,209 15 

Pay of relieved men, Manhattan and The Bronx 45,799 76 

Pensions, widows and orphans, etc., boroughs of Brooklyn 

and Queens 46,727 48 

Pensions, retired men, boroughs of Brooklyn and Queens. 100,739 5i 

SS7,S6i 69 

Expense 51a 45 



$562,939 54 

RECAPITULATION. 

Amount of Fund December 31, 1903. 

Bonds, Municipal $827,007 00 

Bonds and Mortgages 47^50 00 

Cash 32,349 73 

$go6,6o6 73 

Receipts, 1904 490,434 24 



$1.397,040 97 

Disbursements, 1904 562,929 54 



Balance December 31, 1904 $834,111 43 
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Bonds, Municipal • $765,007 00 

Bonds and Mortgages 47^50 00 

Cash 3I1854 43 

1834,1" 43 

Amount of Fund December 31, 1903 $906,606 73 

Amount of Fund December 31, 1904 834,111 43 



Deficiency for the year 1904 $72,495 30 

Securities and Assets, December 31, 1904. 

New York and Brooklyn City Bonds, as per Schedule "A"" $765,007 00 
Real Estate Bonds and Mortgages, as per Schedule "B". .. . 47*250 00 

Cash in Windsor Trust Company Bank 19,166 93 

Cash in office, received December 31, 1904, too late for 

deposit 2,687 50 

1834,111 43 



Pension Rolls, Di^cember 31, 1904. 

Retired Men, Boroughs of Manhattan and The Bronx 

Relieved Men, Boroughs of Manhattan and The Bronx 

Widows and Orphans, etc.. Boroughs of Manhattan and The Bronx 

Retired Men, Boroughs of Brooklyn and Queens 

Widows and Orphans, etc., Boroughs of Brooklyn and Queens 



-， 
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SCHEDULE "A.,， 

New York City and Brooklyn Bonds, Etc., the Property of the New York Fire 

Department Relief Fund. 



Description. 


Number 
Bond* 


Rate of 
of Interest 
Per Cent 










事 1 0,000 00 






« 


105,000 00 


Consolidated Stock, City of New York 




垂 f 暴 


30,000 00 






一, 遍 


$0,000 00 




460 




30,000 00 






3 


25,000 00 








4.707 00 






3 


ao»ooo 00 






3H 


100,000 00 








100,000 00 






3 


64,300 00 








10,000 00 








50,000 00 








34,000 00 




59«A 




S4,ooo 00 








3,000 00 






3^ 


iS'ooo 00 








»,ooo 00 








30,000 00 








40,000 00 








1765,007 00 









II 
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SCHEDULE "B," 
Bonds and Mortgages. 



Rate of Principal 
Name Interest. Payable. Amount. 







Dec. 




X901 


專 4,000 00 






Aus. 




x886 


3,350 OO 




4J4 


May 




1888 


7,000 00 




4^ 


May 




X889 


4,500 00 






Nov. 




1888 


3,000 00 




45< 


Nov. 




1890 


3,000 «0 






July 




X889 


I'ooo 00 






Apr. 


21, 


1893 


1 5,000 00 






Dec. 


i6, 


189s 


4,000 00 






Mar. 


IS, 


189s 


s,5oo 00 






June 


9, 


X895 


1,000 00 



Total $47,350 00 



Summary. 

Municipal Bonds $765,007 00 

Bonds and Mortgages 47,250 00 

Total investments December 31, 1904 $812,257 00 



Widows and Orphans ~ Boroughs of Manhattan and The Bronx 一 During Year 1904. 



Mary Daly, No. 191 East Seventy-sixth street $300 00 

Margaret Blessing, No. 197 St Nicholas avenue 300 00 

Frances Lear, No. 6 Ackerman street, Kingsbridge 300 00 

Rose M. Tobin, No. 404 West Fifty-eighth street 1,000 00 

Catherine Kelsheimer, No. 470 West One Hundred and Fifty-seventh street 300 00 

Ellen Reilly, No. 401 Grand street joo. 00 

Katie Conroy, No. 252 Eleventh street, Brooklyn 300 00 

Mary G. Nicholson, No. 1947 Broadway, Brooklyn • 300 00 

Margaret Lansar, Stillwell avenue, Coney Island 300 00 

Mary A. Nolan, No. 303 East Eighty-ninth street 300 00 

Mary Purdy, No. 820 Greenwich street 300 00 

Fannie O'Reilly, Belleville, New Jersey 300 00 
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Mary Flynn, No. 4 West One Hundred and Thirteenth street 64 51 

Mary F. Bermingham, North Tarrytown, N. Y 300 00 

Mary Lyons, No. 151 West Sixty-second street 300 00 

Charity A. Wilhelm, Hasbrouck Heights, N. J 300 00 

John J. McManus, guardian, No. 427 West Eighteenth street 300 00 

Annie M. Algoo, No. 696 East One Hundred and Forty-seventh street. .. . 300 00 

Annie Reinhardt, No. 423 Fifth street 500 00 

Sarah Prunty, No. 449 West One Hundred and Twenty-fifth street 131 67 

Rachel Schuck, No. 235 West Sixty-sixth street 300 00 

Annie E. Daly, No. 215 West Sixty-sixth street 300 00 

Catherine Maher, Bailey avenue, Kingsbridge 300 00 

Margaret Macauley, No. 1250 Fortieth street, Brooklyn 300 00 

Hannah M. Rooney, No. 131 Varick street 300 00 

Annie Flynn, No. 512 West One Hundred and Fifty-third street 300 00 

Georgiana Birkett, Port Chester, N. Y 300 00 

Josephine Willert, No. 284 Gregory avenue, Passaic, N. J 300 00 

Mary Wilson, Guardian, No. 436 West Forty-second street 300 00 

Catherine Petti tt, No. 121 East One Hundred and Twenty-second street 300 00 

Julia E. Gray, No. 151 Ainslie street, Brooklyn •• 300 00 

Ann Leonard, No. 5920 Fourth avenue, Brooklyn 300 00 

Sarah Downey, No. 162 Carroll street, Brooklyn 300 00 

Emma C. Daniell, No. 379 Palisade avenue, N. J 300 00 

Mary JE. Dougan, No. 92 Ninth avenue joo 00 

Sarah J. McCann, No. 331 East Fiftieth street 300 00 

Catherine M. Williams, No. 2227 Adams place 300 00 

Emeline Jacobus, No. 25 Bathgate avenue, Newark 300 00 

Angel ine Ferren, No. 132 Saratoga avenue, Brooklyn 300 00 

Bridget Herrity, No. 502 West One Hundred and Forty-fifth street 300 00 

Jane L. Flynn, No. 649 Bedford avenue, Brooklyn 300 00 

Margaret Hutton, No. 182 Bedford avenue, Brooklyn ' 300 00 

Margaret McNeill, No. 952 East One Hundred and Forty-ninth street 300 00 

Catherine Mullen, No. 80H Jane street 500 00 

Emily Uhl, No. 32 Hallett street, Astoria, L. 1 300 00 

Nellie McAllister, No. 98 South Eighth street, Brooklyn 300 00 

Madge Searle, No. 340 East One Hundred and Nineteenth street • 300 00 

Sarah Farrell, No. 265 West One Hundred and Forty-sixth street 300 00 

Charlotte Campbell, No. 229 Greene street, Brooklyn joo 00 

Elizabeth Mitchell, No. 219 East Eighty-fifth street 300 00 

Louise McDonald, No. 802 East One Hundred and Forty-fifth street 300 00 

Martha Roberts, No. 198 Washington avenue, Newark 300 00 

Virginia M. Owens, No. 52 East One Hundred and Thirty-first street 300 00 
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Hester Morganroe, No. 74 East One Hundred and Nineteenth street 300 00 

Mary Shandley, No. 407 East Nineteenth street 300 00 

Adala McLane, No. 61 Irving place, Passaic, N. J 300 00 

Katie Fay, Guardian, No. 964 Third avenue 300 00 

Margaret McBride, No. 118 Waverly place, Yonkers, N、 Y 300 00 

Isabella Gormley, No. 129 Bruce avenue, Yonkers, N. Y ' 300 00 

Magdalena Reich, Guardian, No. 574 Herkimer street, Brooklyn 300 00 

Julia E. Guy, No. 68 West Ninety-third street 300 00 

Margaret McAvoy, No. 247 East One Hundred and Twenty-third street. • 300 00 

Helen C. Florence, No. 629 East One Hundred and Forty-second street. . • • 300 00 

Henrietta Watson, No. 336 West One Hundred and Forty-fifth street 300 00 

Theresa Conlin, No. 190 Prince street, Brooklyn 500 00 

Melinda Banks, No. 112 Westchester avenue 300 00 

Mary A. Leary, No. 176 East One Hundred and Fourteenth street 300 00 

Mary Kavanagh, No. 332 East Thirty-seventh street 300 00 

Ellen Dunn, No. 306 East Sixty-sixth street 300 00 

Martha E. Bower, No. 433 Berry street, Brooklyn 300 00 

Mary Ballough, Leonia, N. J 300 00 

Annis H. Nash, Aricola, N. J : 300 00 

Maggie Loesch, No. 93 Essex street 300 00 

Catherine J. Du Flon, No. 329 Bedford avenue, Brooklyn 300 00 

Catherine Kennedy, No. 317 East Twenty-ninth street 300 00 

Margaret Murphy, No. 333 East Ninety-third street 300 00 

Elizabeth Riley, No. 1028 Tinton avenue 300 00 

^izabeth Wheeling, No. 82 Taylor street, Brooklyn 300 00 

Lizzie Grinnon, No. 2325 Bathgate avenue 300 00 

Jennie McCabe, No. 78 Washington place 300 00 

Ellen Sullivan, No. 67 Perry street 300 00 

Annie O. Connor, Junction, N. J 300 00 

Minnie Shaughnessy, No. 971 Main street, Peekskill, N. Y 300 00 

Mary A. Walsh, No. 334 East One Hundred and Eighteenth street 300 00 

Louise Clark, West Hobokcn N. J 300 00 

Ellen Skahan, No. 1829 Lexington avenue 300 00 

Mary Jane Daly, No. 201 East One Hundred and First street 300 00 

Caroline Mauer, No. 40 Broad street, Carlstadt, N. J 300 00 

Margaret Halloran, No. 347 East Twenty-seventh street 300 00 

Emma A. Hopper, No. 309 West Twenty-first street 300 00 

Catherine Tymon, No. 717 East One Hundred and Sixty-fifth street 300 00 

Ellen Mahedy, No. 84 South Ninth street, Brooklyn 300 00 

Mary Jane Lcvens, No. 51 Beach avenue, The Bronx 300 00 

Sophia Jacobs, Guardian, No. 63 Atlantic avenue, Brooklyn 200 00 
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Louise Cesar, Reading, Pa 300 00 

Julia Clendenning, No. 106 Canal street, Jamaica, L. 1 500 00 

Mary Aiken, No. 4806 Third avenue, Brooklyn 300 00 

Mary J. Murphy, No. 521 First avenue 300 00 

Hannah Kingsley, No. 257 West One Hundred and Forty-third street 300 00 

Mary Dunn, No. 300 East Thirty-fifth street 300 00 

Ida Elizabeth Kent, No. 2769 Third avenue 500 00 

Anna M. Hcmsworth, No. 233 East Thirty-second street 300 00 

Elizabeth Sheridan, No. 118 East Eighty-ninth street 300 00 

Ellen Wright, No. 27 West Ninety-ninth street 300 00 

Mark Stack, No. 1042 Bedford avenue, Brooklyn 300 00 

Catherine Vincellette, No. 497 Ninth avenue 300 00 

Annie Schaller, No. 37 West One Hundred and Thirty-first street 300 00 

Martha W. Shay, No. 597 East One Hundred and Thirty-sixth street 300 00 

Mary Holton, No. 159 West Sixty-third street … • 300 oo 

Sarah Larkin, Guardian, No. 96 Front street 300 00 

Anna A. Anderson, No. 864 Union avenue 300 00 

Harriet McKernan, One Hundred and Seventieth street and Inwood avenue 300 00 

Elizabeth M. Hart, Marion avenue, Fordham 300 00 

Catherine Powers, Guardian, No. 204 Eighth avenue 300 00 

Alida Henderson, No. 163 West Tenth street 300 00 

Catherine Willett, No. 720 East One Hundred and Sixtieth street 300 00 

Lucinda A. Landers, No. 494 Robbins avenue 300 00 

Annie Oakley, No. 708 Union avenue 700 00 

Frances Condron, Morris Park, L. 1 300 00 

Mary Scott, No. 273 West Twelfth street 300 00 

Annie Bulger, No. 9 Third street, Brooklyn 300 00 

Emily M. Farlow, No. 1126 Fox street 300 00 

Ann Gonaud, Bank of B. N. A. Kinnallyduff, County Monaghan, Ireland. . 300 00 

Anna Kelly, Kingston, N. Y 300 00 

Annie E. McNamara, No. 191 Monroe street 300 00 

Annie Tears, No. 633 Greenwich street 、 300 00 

Katherine Martin, No. 883 East One Hundred and Sixty-fifth street 300 00 

Louisa Jones, No. 517 East One Hundred and Thirty-third street. ....... 300 00 

Maggie Cartcn, No. 237 Grove street, Jersey City • • 300 00 

Margaret Hudson, No. 2413 Eighth avenue 300 00 

Annie Rothenhausler, No. 1585 Second avenue 300 00 

Margaret McKelvey, No. 500 West Thirty-fifth street • 300 00 

Mary Murray, No. 388 Atlantic avenue, Brooklyn 300 00 

Catherine Mead, No. 326 East Fifty-fifth street 300 00 

Annie Smith, No. 25 Liberty street, Ncwburgh, N. Y 300 00 
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Agnes J. Fergus, No. 354 West Seventeenth street 300 00 

Isabella J. Doncourt, No. 834 East One Hundred and Sixty-fourth street. 300 00 

Catherine McCarthy, No. 113 West Forty-ninth' street * 300 00 

Ella Gansmann, No. 218 West One Hundred and Twenty-third street. … 300 00 

Elizabeth ReilJy, Guardian, No. 204 Seventh street, Jersey City 300 00 

Margaret E. Knight, No. 113 West Washington place 300 00 

Elizabeth Morris, No. 108 Calyer street, Brooklyn 500 00 

Lizzie Jones, No. 769 East One Hundred and Seventy-fifth street 300 00 

Mary C. Malloy, No. 72 Avenue D 500 00 

Jennie Coughlin, Guardian, No. 105 East One Hundred and Fourth street 5 00 

Mary Deary, No. 321 East Twentieth street 19 89 

Margaret Walsh, No. 86 Thompson street 500 00 

Ida Godfrey, No. 353 WesJ Sixteenth street 300 00 

Margaret Sofield, West One Hundred and Seventieth street and Edge- 
combe avenue 300 no 

Mary Goetsch, Guardian, No. 532 West Thirty-eighth street 300 00 

Caroline M. Ferris, No. 165 West Tenth street 300 00 

Cecelia Dunn, No. 338 East Sixty-sixth street 500 00 

Grace G. Day, No. 398 Fillmore street, Van Nest Park joo 00 

Eliza McKowan, No. 66 Charlton street 300 00 

MaTia Stone, No. 143 East Twenty-ninth street 300 00 

Lena Stanton, No. 1105 West Fourteenth street, Williamsbridge 300 00 

Mary Zwickert, No. 642 East One Hundred and Fifty-ninth street 500 00 

Anna Kenny, No. 205 West Eighty-eighth street 300 00 

Mary Williamson, Oakland place. East. Tremont 10 00 

Ellen E. O'Keefe, No. 698 East One Hundred and Forty-fifth street 300 00 

Edward Keefe, Guardian, No. 3142 Boulevard, Jersey City 362 50 

Anncta I. Van Orden, No. 238 Ninth avenue 300 00 

Elizabeth L. Taft, No. 43 Horatio street 300 00 

Lizzie J. Stancliffe, No. 219 West One" Hundred and Fourth street 300 00 

Alice E. King, No. 24 Charlton street 300 00 

Mary A. Smith, No. i, No. 415 First avenue 500 00 

Ellen Neuroth, No. 681 East One Hundred and Fifty-second street 300 00 

Margaret Farley, No. 985 Intervale avenue, The Bronx. 300 00 

Mary Walker, No. 85 Christopher street 300 00 

Margaret Monroe, No. 58 Laight street 300 00 

Mary A. Jerolaman, No. 247 West Fiftjn-second street 300 00 

Sara A. McKnight, No. 117 East Ninety-second street joo 00 

Ellen Sweeney, No. 43 Rutgers street 300 00 

Catherine McParlan, No. 209 East Twenty-fifth street 500 00 

Catherine Stevenson, No. 109 Second avenue 500 00 
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Annie Grady, No. 157 East Thirty-eighth street , 

Henrietta Adams, No. 407 East Fifth street 

Mary A. Riley, No. 2310 Seventh avenue 

Sarah J. Hall, No. 380 Third street, Brooklyn 

Mary Williams, No. 613 Lexington avenue, Brooklyn 

Catherine A. Shaw, No. 699 East One Hundred and Fortieth street 

Ella Chenn, No. 236 West Sixteenth street 

Catherine McCormack, No. 155 West Sixty-third street 

Elizabeth Muller, Hackensack, N. J 

Catherine Fisher, No. 213 East Forty-eighth street 

Mary Weidmann, No. 213 East Forty-eighth street 

Carrie English, No. 253 Grand avenue, Brooklyn 

Julia A. Murphy, No. 523 West One Hundred and Twenty-fourth street. . 

Anna A. Gillies, No. 314 West Seventy-first street 

Mary F. Reilly, No. 158 East One Hundred and Twenty-seventh street. . 



Nora Kelly, No. 457 West Forty-seventh street 
Anna M. Shaw, No. 310 West Eighteenth street. 

Margaret Linder, No. 2503 Eighth avenue 

Leila Reeves, No. 130 West Ninety-first street. . 

Rosie Volkart, No. 1732 Amsterdam avenue 150 00 

Maria Griffith, No. 2264 Seventh avenue 300 00 

Phoebe Ellen Van Orden, Gravcsend Beach, Brooklyn 300 00 

Elizabeth Newman, Tremont avenue, Long Island City 300 00 

Sarah McLaug-hlin, No. 167 East Ninetieth street 300 00 

Amanda M. Hunt, Guilford, Conn 300 00 

Selinda W. Mount, No. 2602 Pennsylvania avenue, Washington, D. C. ... 500 00 
M. Freeman, Administratrix, No. 319 East One Hundred and Twenty- 
fifth street 57 26 

Hester E. Hughes, Peekskill, N. Y 300 00 

Lucy Ennis, Springfield, Mass 300 00 

Rose Walsh, P. O. Box 212, Keeseville, N. Y 300 00 

Catherine Kelly, Port Richmond, S. 1 300 00 

Mary T. Taylor, Whitestonc, L. 1 300 00 

Mary L. Wolf, Result, N. Y 300 00 

Carrie E. Bush, Lakeview, N. J 300 00 

Lizzie E. Parker, Worcester, Mass 300 00 

Hariett M. Nash, No. 888 Morris avenue 300 00 

Catherine Smith, Kingsbridge, N. Y 300 00 

Martha Douglass, No, 213 East Twenty-fifth street 300 00 

Mary E. Hardy, guardian, No. loi Barrow street 500 00 

Mary Spence, Bay Seventeenth street, Bath Beach 300 00 



ssssssssssssssssss^ 
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Margaret Springstein, No. 946 Summit Heights, Jersey City 300 00 

Johanna T. Fecney, No. 765 East One Hundred and Sixty-second street. . 300 00 

EUcn Fitzpatrick, Tottenville, S. 1 300 00 

Adelaide B. Gulick, No. 241 West One Hundred and Thirteenth street 300 00 

Elizabeth Ransom, Plainfidd, N. J 300 00 

Mary Wogan, No. 807 Columbus avenue 300 00 

Sarah A. Dwyer, No. 226 West Sixty-seventh street 300 00 

Mary Clark, Flushing, Queens 300 00 

Delia Connors, No. 1193 First avenue 300 00 

Margaret Ward, No. 626 Wythe avenue, Brooklyn 300 00 

Bridget McAuliffe, No. 286 Berry street, Brooklyn 300 00 

Elizabeth Cashin, guardian, No. 307 East Seventh street 300 00 

Henrietta Hood, No. 12 Fifth street, Clifton P. K, Weehawken, N. J.... 300 00 

Sarah S. Richmond, No. 504 West One Hundred and Twenty-ninth street. 300 00 

Mary Hanrahan, No. 65 East Ninety-fifth street 300 00 

Carrie M. Mand, guardian, No. 928 Forest avenue 500 00 

Annie V. Dean, No. 107 West One Hundred and Twenty-seventh street. . . 300 00 

Ellen Gallagher, No. 85 Nostrand avenue, Brooklyn 300 00 

Margaret Tait, guardian, Newburgh, N. Y 350 00 

Winefred Featherson, No. 135 East Thirtieth street 350 00 

Mary B. Bradley, Gun Hill road, Williamsbridge, N. Y 300 00 

Kate Stone, No. 538 East One Hundred and Forty-second street 300 00 

Annie Geary, No. 344 East One Hundred and Twentieth street 700 00 

Ellen Pitzer, Fordham street, City Island 300 00 

Frcderica Del. Araiitage, No. 2109 Seventh avenue 300 00 

Eliza I. Jonas, No. 1320 Forty-seventh street, Brooklyn 300 00 

Mary Calnan, No. 85 King street 200 00 

Carrie L. Vetter, No. 128 East One Hundred and Twenty-third street 300 00 

Josephine Murtha, No. 162 East Fifty-sixth street 300 00 

Mary Soden, No. 522 Kosciusko street, Brooklyn •• 300 00 

Madeline Bauer, Williamsbridge, N. Y 300 00 

Catherine Barry, No. 347 East Eighty-second street 300 00 

Delia Starrs, No. 570 East One Hundred and Fifty-fourth street 300 00 

Ann £. Trainor, No. 339 Willis avenue 300 00 

Catherine Meteler, No. 441 West Fortieth street 300 00 

Bridget Reynolds, No. 349 East Eighteenth street 300 00 

Lizzie Fleming, No. 1722 Webster avenue 300 00 

Matilda Gard, No. 804 East One Hundred and Forty-eighth street 300 00 

Nellie T. CaroHn, guardian, No. 356 West Fifty-sixth street 300 00 

Sarah L. Jewell, No. 221 East One Hundred and Twenty-fourth street. . 300 00 

Amelia Ryan, No. 1150 Union avenue 700 00 
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Mary F. Britt, No. 227 East Twenty-sixth street 300 00 

Margaret Scherb, guardian, No 310 East One Hundred and Twenty-sec- 
ond street 300 00 

Eva M. Murray, No. 2474 Eighth avenue 300 00 

Dora B. Delaney, No. 4418 Fourth avenue, Brooklyn 300 00 

Mary Bowen, No. 427 Second avenue 500 00 

Hannah Garcia, No. 242 East Forty-seventh street 300 00 

Fannie A. Hern, No. 203 East Sixty-ninth street 300 00 

Margaret V. O. Halloran, No. 350 West Thirty-first street 300 00 

Julia M. Cox, Deep River, Conn 300 00 

Mary E. Moore, No. 377 College avenue 300 00 

Bridget Clare, No. 471 Manhattan avenue 300 00 

Nora McGowan, No. 1287 Chisholm street, The Bronx 300 00 

Elizabeth F. Farrell, No. 773 Melrose avenue 300 00 

Mary Finn, No. 211 East Eighty-fifth street 300 00 

Sarah Conlon, No. 173 West End avenue' 300 00 

Mary A. Hannon, No. 230 East One Hundred and Seventeenth street 300 00 

Nellie G. Donavan, No. 272 Eleventh street, Brooklyn 300 00 

Mary V. Sasse, No. 25 Roe street, Richmond 300 00 

Catherine Ripple, No. 157 East Ninety-eighth street 300 00 

Ella F. Corbett, No. 454 West Forty-seventh street 700 00 

Emma McCabe, Tonnel avenue, New Durham, N. J 300 00 

Josephine Van Brunt, No. 289 Kosciusko street, Brooklyn 500 00 

Margaret Leonard, No. looi Washington avenue 500 oo 

Johanna Griff en, No. 128 East One Hundred and Twenty-third street 300 00 

Annie Frederich, No. 333 East Ninetieth street 300 00 

Catherine Andareise, No. 403 Tenth street, Brooklyn 1,000 00 

Isabella Warren, No. 27 J4 Morton street 300 00 

Matilda Dunn, No. 252 West Thirty-first street 300 00 

Ellen M. White, No. 233 Tenth avenue 300 00 

Elizabeth Mannix, No. 443 East Seventy-eighth street 216 93 

Maria Arceneau, No. 477 East One Hundred and Forty-fourth street.... 300 00 

Sarah Ferris, No. 155 East Twenty-sixth street 300 00 

Ellen T. McNally, No. 425 East Sixty-ninth street 400 00 

Mary A. Smith, No. 2, Bronxville Park, Westchester 300 00 

Esther Quinn, No. 1838 Seventh avenue 300 00 

Thomas McCue, Guardian, No. 414 West Fifty-seventh street 300 00 

Annie Flaherty, No. 341 East Thirty-ninth street 300 00 

Annie Ryer, No. 1769 Park avenue 300 00 

Margaret Hanbury, No. 331 East Eighty-sixth street 300 00 

Kate Sullivan, No. 759 East One Hundred and Eighty-third street 303 22 
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Annie . Aufforth, No. 672 Union avenue, Bronx 265 32 

Catherine Joyce, No. 161 Calyer street, Brooklyn 335 75 

Knickerbocker Trust Company, Guardian, No. 66 Broadway 1,419 35 

Maria Foley, No. 314 East Thirty-third street 233 87 

Annie V. LotJt, No. 63 West One Hundredth street 259 51 

Annie McKenna, No. 316 West One Hundred and Forty-second street. . . . 197 58 

Mary A. O'Grady, No. 1547 Fifty-third street, Brooklyn 195 97 

Nellie L. Babcock, Prospect avenue and Throggs Neck 190 32 

Catherine Kelly, No. 2, No. 218 East Ninety-ninth street 202 58 

Dennis A. Kelly, Guardian, No. 27 Barrow street 176 61 

Mary Knapp, No. 67 Madison street 160 00 

Annie McGinn, No. 157 East One Hundred and Twenty-third street 150 00 

Mary F. Welsh, No. 243 East Fifty-third street 173 Z3 

Marietta Alberton, No. 782 Eagle avenue, Bronx 152 50 

Angelina Arrigoni, No. 116 Charlton street 203 33 

Annie Fannon, No. 2725 Eighth avenue 173 33 

Sarah Madigan, No. 696 Tenth avenue 203 33 

Magdalene Siegman, No. 478 West One Hundred and Forty-sixth street . . 126 61 

Clemens Gerdes, No. 406 West Forty-eighth street 82 76 

Margarretta Gerdes, No. 406 West Forty-eighth street 82 76 



$98,085 79 



Paid Widows and Orphans, Boroughs of Brooklyn and Queens, During Year 1904. 

Mary C. Beardall, No. 416 Carlton avenue $300 00 

Elizabeth Dwyer, No. 158 Hoyt street 300 00 

Harriet R. Frost, Yonkers, N. Y 300 00 

Annie Hanley, No. 435 Sixth street 300 00 

Sarah J. Jones, No. 191 Frost street 300 00 

Mary McQuecney, No. 397 DeKalb avenue 300 00 

Mary Nolan, No. 239 Frost street • 3«) 00 

Elizabeth Asmus, No. 1141 Broadway 300 00 

Catherine Butler, No. 491 State street 300 00 

Catherine Baldwin, No. 706 Grand street 300 00 

Mary Bennett, No. 153 Fourteenth street 300 00 

Almira Belden, No. 66 Powers street 300 00 

Lillian Wood, Guardian, No. 256 Fifty-sixth street 300 00 

Catherine J. Connor, No. 1068 Bedford avenue 300 00 

Henrietta Connor, No. 218^ Spencer street 300 00 

Sophia Cameron, No. 1501 Fulton street 300 00 
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Ellen Callaghan, Fourteenth avenue and Seventy-third street 300 00 

Emma M. Chin, No. 494 Fifth avenue 300 00 

Mary A. Cartwright, No. 494 Morgan avenue 300 00 

Kate Clark, No. 82 Union avenue 300 00 

Amelia Cowden, No. 33 Ross street 300 00 

Catherine Constant, No. 647 Willoughby avenue 300 00 

Annie M. Casey, No. 336 Wythe avenue 300 00 

Patrick Curry, No. 314 Tenth street 300 00 

Julia Cassidy, No. 194 Lexington avenue 300 00 

Bridget Dumford, Guardian, Court and Luquer streets 23 Z3 

Alice T. Donnelly, No. 129 Jefferson avenue 300 00 

Maggie Delatnater, Guardian, No. 720 Qiaunccy street 300 00 

Emily Delahanty, No. 73 Oakley street 300 00 

Catherine Fitzgerald, No. 194 Adelphi street 300 00 

Margaret Farrcll, No. 155 Bergen street 300 00 

Julia A. Ford, No. 196 Roebling street • 300 00 

Frances Farrell, No. 128 Douglass street 300 00 

Catherine Fay, No. 354 State street 300 00 

Mary Flood, No. 1032 Lorimer street 300 00 

Anna Farrell, No. 192 Emerson place 300 00 

• Ellen Finn, No. 78 Tillary street 75 00 

George F. Finn, Administrator, No. 78 Tillary street 6 90 

Mary E. Fritschler, No. 151 Twenty-fifth street • 300 00 

Margaret T. Ford, No. 288 Ninth street 300 00 

Eva Friel, No. 98 Clifton place 300 00 

Mary Ann Fohey, No. 332 Forty-first street 300 00 

Mary A. Geary, No. 84 Clinton avenue 300 00 

Susan K. Goodwin, No. 63 Lawrence street 300 00 

William Gamble, Guardian, No. 74 Waverly avenue 300 00 

Mary G. Gardner, No. p Pleasant place 300 00 

Maria Gallagher, No. 617 Bainbridge street 300 00 

Mary Ellen Gregory, No. 465 St John's place 300 00 

Elizabeth Hickcy, No. 193 Ainslic street 300 00 

Mary A. Healy, No. 79 Carroll street 300 00 

Mary A. Higgins, Voorhccs avenue and East Twenty-seventh street 300 00 

Ellen Howard, No. 141 North Third street 300 00 

Elizabeth Head, No. 146 Jackson street 300 00 

Annie Hineson, No. 112 Ross street 300 00 

Lizzie F. Johnston, Ninety-second street, near Fort Hamilton avenue 300 00 

Bridget Kelly, No. 89 Schaffer street 30000 

Mary Keenan, Fort Hamilton avenue and Sixty-fourth street ,. 300 00 
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Henrietta Ketcham, No. 679 Decatur street 300 00 

Bridget F. Kcegan, No. 22 Fort Greene place 300 00 

Mary A. Lee, No. 1049' Pacific street joo 00 

Sarah Irene Lane, No. 94 India street 300 00 

Margaret Linker, No. 155 First street, Woodhaven 300 00 

Catherine E. Murray, No. 793 Green avenue 300 00 

Mary F. Mackin, No. 66 Cooper street 300 00 

Mary A. Malone, No. 289 Herkimer street 300 00 

Elizabeth Mallon, No. 37 Cumberland street 300 00 

Minnie Morton, No. 242 Franklin avenue 300 00 

Mary McDevitt, No. 145 North Sixth street • 300 00 

Catherine McMail, No. 823 Broadway 300 00 

Mary McKay, No. 180 Eckford street 300 00 

Mary McEIroy, No. 2198 Fulton street 300 00 

Mary McKeever, No. 147 Ainslie street -… 300 oo 

Nellie McKepn, No. 1449 Seventy-second street ^ 300 00 

Johanna McHugh, No. 559 Grand street 300 00 

iilizabeth McGowan, No. 881 Pacific street 500 00 

Margaret McLaughlin, No. 58 Concord street 300 00 

Peter P. McD enough, guardian, No. 967 DeKalb avenue 300 00 

Jennie McKeon, No. 61 Joralemon street 300 00 

Bridget McCarthy, No. 485 Henry street 300 00 

Mary Olmstead, No. 527 Leonard street 300 00 

Mary Oates, No. 588 Henry street • 500 00 

Isabella O'Connor, No. 123 Dean street 300 00 

Annie Rogers, No. 526 Sterling place 300 00 

Mary F. Roche, No. 71 Fourth place 300 00 

Elizabeth Ryan, No. 138 Duf field street 300 00 

Catherine L. Ryan, No. 62 Kent avenue 300 00 

Mary A. Short, No. 1005 Nostrand avenue 500 00 

Robert J. Smith, guardian, No. 124 Vernon avenue, Long Island City. . 300 00 

Rebecca Schultz, Manhassett, L. 1 300 00 

Millie Travis, No. 275 South Fifth street 300 00 

Amy J. Tierney, No. 22 Logan street 300 00 

Annie T. Virtue, No. 45 Willoughby street 500 00 

Mary Whitford, No. 1017 Myrtle avenue joo 00 

Isabella F. Wallace, No. 151 Ainslie street 300 00 

Elizabeth J. Youngs, No. 801 Madison street 300 00 

Josephine M. Roberts, No. 264 Eckford street 700 00 

Annie Murphy, No. 436 Fourth avenue • … • 300 oo 

Josephine T. "O'Byrne, No. 805 Miadison street 500 00 
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Annie Geraghty, Seventieth street, near Sixth avenue 

Elizabeth A. Boyne, No. 329 Forty-ninth street 

Sarah A. Keveny, No. 305 Marcy avenue 

Mary A. Fanning, No. 308 Hicks street 

Emma M. Doyle, guardian, No. 287 Clermont avenue 

Emily Reilly, No. 559 Hamburg avenue 

Marriet Bcesley, guardian, No. 743 Monroe street 

Annie Lamb, No. 220 Willoughby avenue 

Sarah Kershaw, No. 2226 Voorhccs avenue, Sheepshead Bay 

James F. Hunter, guardian, No. 485 St. Mark's avenue 

Margaret McDonough, No. 187 Sands street.^ 

Mary Dowd, No. 98 Hunter avenue, Long Island City.... 



Margaret Tobin, No. 1044 Decatur street. … 
Maggie Schmitt, No. 93 North Eighth street 
Sarah A. Gunning, No. 669 Bergen street... . 
Ellen Gorman, No. 5809 Third avenue 

Hannorah Cooney, No. 186 Baltic street 350 00 

Michael Cooney, No. 186 Baltic street 350 00 

Minnie Meyer, Doolcy street, Sheepshead Bay 300 00 

Margaret A. Dains, Union Course, Decatur avenue 300 00 

Eliza F. Brymer, No. 583 McDougal street 300 00 

Mary E. Irwin, No. 272 First street 300 00 

Margaret E. Maguire, No. 5403 Fifth avenue 225 00 

Laura Livingston, Neptune avenue, Coney Island 225 00 

Ellen Dale, No. 271 Hicks street 300 00 

Majorie Dawc, No. 1246 Fortieth street 700 00 

Mary Mullady, No. 1231 St. Mark's avenue 300 00 

Catherine D. Fee, No. 29 Stuyvesant avenue 300 00 

Clara E. Shaw, No. 549 Tenth street 300 00 

Katie Stumpf, No. 237 Hopkins street 300 00 

Mary OToole, No. 149 Wyckoff street 400 00 

Emily Jeffrey, No. 164 Clifton place 900 00 

Margaret McGuinness, No. 561 Lorimer street 300 00 

Annie E. Coppinger, No. 521 Fifty-eighth street 1,000 00 

Mary E. Ferry, No. 449 Court street 500 00 

Mary E. Smith, No. 426 Lincoln avenue 300 00 

Bridget Starkey, No. 140 North Eighth street 300 00 

Philomena Dodd, No. 14 Scholes street. .... 300 00 

Catherine C. Storp, No. 216 Dean street 250 80 

Catherine Walsh, No. 129 Eagle street 303 22 

Catherine Gibson, No. 737 Fifty-eighth street 696 77 
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Mamie Gaffney, No. 87 Seventh ' street 300 00 

Josephine Renk, No. 207 Nassau avenue 300 00 

Elizabeth Dressel, No. 31 Davis street, Long Island City 525 00 

Rebecca Ouchterloney, No. 4914 Fifth avenue 210 35 

Mary Bennett (No. 2), No. 1368 St. Marks avenue 152 5。 

Mary Fulcher, Gates avenue, Newberne, N. C • 146 77 

Mary A. Fitzpatrick, No. 417 Twelfth street 122 50 

Flora Battersby; No. 620 Third street, Sheepshead Bay 125 00 

Adelaide Schmitt, Guardian, No. 268 St. James place 170 83 

Rose Langan, No. 797 Willoughby avenue 80 00 

Mary Barry, No. 213 East Fifty-sixth street, New York 116 67 

Maria M. Hellen, No. 96 Eckford street 72 S8 

Mary E; Stapleton, No. 104 Bedford avenue 58 06 

Winifred Clerk, No. 108 Jackson street 95 27 

Charles McCarthy, No. 328 Second street 71 77 

Mary Dunworth, No. 162 Nevins street 44 16 

Margaret Fitzpatrick, No. 23 Truxton street 30 00 

Mary Keegan, No. 26 Woodbine street 300 00 



Total $47,727 48 



Paid Retired Men, Boroughs of Manhattan and The Bronx, During Year 1904. 

James Commiskey, No. 473 Fifth avenue, Brooklyn $433 33 

George W. Berrian, No. 105 West Seventeenth street 624 96 



Thomas Henry, Congers, Rockland County, N. Y 

John McNamara, No. 51 Catharine street 

Edward McGaffney, No. 502 Fifteenth street 

Albert Hallenbeck, Copake, Columbia County, N, Y 

James A. Cullen, Pleasantville, Westchester County, N. Y 

William A. Robinson, No. 1330 Fifty-second street, Brooklyn 

Alexander Sharp, Box 54, P. O., West Nyack, N. Y 

James Horn, No. 240 West Fourth street 

Joseph R. Harway, No. 352 Pulaski street, Brooklyn 

James H. Campbell, No. 310 West One Hundred anl Forty-second street. . 
Ambrose L. Austin, No. 63 East Twentieth street, Paterson, N. J 



David Closey, No. 251 West Thirty-seventh street 

Washington Montanye, No. 350 Rutland Road, Brooklyn 650 04 

Daniel Shevlin, No. 10 West One Hundred and Fifteenth street 600 00 

Joseph F. Flock, No. 358 West Tenth street 600 00 

James Kenny, No. 253 East Thirty-second street 50004 

Patrick Foy, No. 1087 Crotona avenue 600 00 
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Robert Beattie, No. 56 West One Hundred and Twenty-eighth street 600 00 

Daniel Dempsey, No. 298 Madison street 600 00 

John C. Post, Toms River, New Jersey 600 00 

Alfred Connor, No. 52 East One Hundred and Twenty-third street 600 00 

William Riker, No. 827 Vineyard place 399 96 

John W. Miller, No. 776 East One Hundred and Sixty-third street 1,250 04 

Eli Bates, No. 434 East One Hundred and Sixteenth street 2,3^49 g6 

William Trost, No. 1079 Washington avenue 750 00 

John McDermott, No. 310 West One Hundred and Twenty-ninth street. . . 650 04 

John W. Van Orden, No. 1867 Park avenue 650 04 

Morris W. Roberts, No. 726 East One Hundred and Thirty-ninth street. • , 650 04 

Charles J. Williams, No. 330 West Ninety-sixth street 650 04 

Gustav Kosmak, Kiely avenue, West Aveme, N. Y 624 96 

Andrew Gilmartin, Edward H. Scully, Commissioner, No. 194 Pearl 

street, Brooklyn 600 00 

Samuel Pattison, No. 153 West One Hundred and Twenty-ninth street... . 650 04 

Michael Corcoran, No. 161 West One Hundredth street 600 00 

John McLane, City Island 600 00 

Robert Olmstead, No. 335 St. Ann's avenue, Bronx 650 04 

John A. Munger, No. 67 West One Hundred and Twenty-seventh street. . • . 650 04 

Gilbert R. Merritt, No. 854 Madison street, Brooklyn 600 00 

Charles O. Shay, No. 79 Sixth avenue 2,499 96 



William Pfadenauer, Caroline Morgan, Commissioner, No. 84 West Fifty 

fourth street, Bayonne, N. J , 

Michael Brady, N6. 328 West Forty-seventh street , 

John Fulton, No. 1248 St Nicholas avenue 

Henry R. Burger, No. 25 Sharp avenue, Tower Hill, S. I 

Charles W. Smith, No. 218 Willis avenue 

Thomas Corson, Box 41, Post Office, East river, Conn , 

William West, No. 346 East One Hundred and Twentieth street , 

George K. Whikehart, No. 957 Orchard street, PeekskiU, N. Y , 

John Howe, Box 39, Post Office, Whitestone, L. I , 

Robert Mullen, No. 192 East One Hundred and Nineteenth street 

Charles Shordon, No. 339 Church street, Bethlehem, Pa , 

Timothy McAuliffe, No. 29 Henderson avenue, West Brighton, S. I 

James Roach, No. 115 East One Hundred and Sixth street 

Marks Arkison, No. 5 North Third street, Hudson, N. Y 

Owen Hart, No. 273 West One Hundred and Twenty-seventh street 

Lawrence Reynolds, Kingsbridge Road and Emerick place, N. Y 

John O'Conneell, No. 418 West Eighteenth street , 

Patrick J. Connolly, No. i, No. 1284 Union avenue , 
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James Hackett, No. 229 West Sixty-sixth street 

James R. Rodman, No. 126 West One Hundred and Twenty-sixth street.. 

Ezra N. Leflfcrts, Pleasantville, N. Y 

Thomas McMurray, No. 341 West Twenty-fourth street 

Charles C. Paul, No. 815 Jackson avenue • 

Owen McNinney, No. 441 West Nineteenth street 

Joseph McVeagh, No. 900 Myrtle avenue, Brooklyn 

Rossman Huested, No. 350 Warren street, Hudson, N. Y 

John J. Kane, No. 53 East Nineteenth street, Paterson, N. J " •• , 

Hugh Kittson, No. 671 East One Hundred and Forty-third street 

Robert A. Reynolds, No. 205 East Fourteenth street 

Frederick Neubauer, No: 346 East Fifty-ninth street 

John Monahan, No. iii Lewis avenue, Brooklyn 

William J. Noble, No. 174 West Ninety-seventh street 

John A. Cowie, Ossining, New York 

Samuel Redd, No. 212 East One Hundred and Twenty-third street 

Bernard J. Reilly, Buchanan place, Fordham Heights, The Bronx 

Theodore Dakin, No. 61 South avenue, Mariner's Harbor, S. I 

Benjamin F. Morris, Amityville, L. I 

Joseph F. McGill, No. 126 Waverley place 



George L. Crum, Room 610, No. 85 Cedar street 750 00 

William R. Massie, No. 200 West Ninety-eighth street 799 ga 

August Levi, No. 56 East One Hundred and Eighth street 1 . 699 96 

Francis Kerrigan, No. 115 West Tenth street • 900 00 

James Brady, No. 65 East One Hundred and Twenty-second street 699 96 

Dennis M. Maguire, No. 23 Terhune street, Jersey City, N. J 799 ^ 

William F. Flock, No. 160 Greenwich street 900 00 

Thomas Walsh, No. 316 West Twenty-seventh street 699 96 

James Neely, No. 330 West Forty-eighth street 799 93 

John C. Froboese, No. 1357 Broadway, Brooklyn 699 96 

Henry Lerch, No. 3007 Third avenue 699 96 

Gustav G. Nagel, No. 430 East Sixth street 900 00 

James H. Ballentine, No. 210 Reid avenue, Brooklyn • 699 96 

Timothy Regan, No. 105 East Ninetieth street 799 ga 

Charles L. Morris, No. 163 Broad street, Stapleton, S. 1 699 96 

William D* Fraser, Monsey, Rockland County, N. Y 1,080 00 

Walter Homer, No. 203 Washington street, Hoboken, N. J 799 93 

William Rowe, No. 292 Alexander avenue 1,650 00 

Thomas B. Shea, Poplar street near Forest street, Westchester 799 ga 

Richard P. Moore, Lind avenue and Union street 999 g6 

Christopher C. Flock, No. iii West One Hundred and Fifteenth street. . 799 92 



177 



John Falvey, No. 2971 Decatur avenue • 1,080 00 

Henry M. Ahrens, No. 12 Audubon avenue 799 92 

James E. Nolan, No. 1461 Hoe avenue 699 96 

William Grace, Cold Spring, Putnam, N. Y 799 92 

Martin Cook, No. 326 Fifty-seventh street, Brooklyn 1,080 00 

John Murphy, No. 699 East One Hundred and Forty-fifth street 900 00 

Francis Carey, No. 257 West Sixty-ninth street 900 00 

Samuel Wood, Keansburg, N. J 699 96 

William J. Renshaw,- No. 8 Beach terrace 600 00 

John P. Walsh, No. 70 South Ninth street, Brooklyn 699 96 

James H. Frederick, No. 979 East One Hundred and Fifty-sixth street. . . . 799 92 

Michael Commerford, No. 341 East Seventy-seventh street 1,080 00 

Lawrence Ryan, No. 901 Morris avenue, The Bronx 799 92 

William Quirk, No. 442 East Eighty-seventh street 1,080 00 

James Kelly No. 2, No. 409 East Nineteenth street 699 96 

Edward F. Quinn, No. 77 South Eighth street, Brooklyn 626 09 

Henry Gosler, No. 518 East One Hundred and Eighty-third street 699 96 

Charles F. Gunner, No. 2642 Eighth avenue 799 92 

Henry Ehlert, No. 134 Franch street, New Brunswick, N. J 699 96 

Mier A. Weiner, No. 1076 Brook avenue 699 96 

George E. Sembler, West Point Pleasant, N. J •• 799 92 

John E. Hyatt, No. 2177 Third avenue 699 96 

Charles V. Ryer, No. 211 Woodruff avenue 799 92 

John A. McNichol, No. 43 Court street, Hackensack, N. J 699 96 

Clement L. Daniels, No. 25 Park place, New Rochelle, N. Y 900 00 

Charles E. Benson, No. 850 McLane avenue, Yonkers, N. Y 799 92 

Thomas W. Geary, No. 865 Third avenue 699 96 

Richard J. Shannon, No. 308 Barclay street, Flushing, L. I , 799 92 

William H. Farrell, No. 558 East One Hundred and Fortieth street 699 96 

John Lynagh, No. 1637 Bathgate avenue, The Bronx 699 96 

John Murray No. 1， One Hundred and Sixty-fifth street and Amsterdam 

avenue 699 96 

Matthew O'Brien, No. 506 West Forty-third street 699 96 

James Flood, One Hundred and Sixtieth street and Amsterdam avenue... 699 96 

John M. Mertens, No. 1331 Washington avenue 799 92 

John Mc Parian, No. 880 East One Hundred and Thirty-fifth street 699 96 

William E. Lawrence, No. 80^ j Jane street 699 96 

Isaac M. Ford, No. 373 Pine street, Brooklyn 799 92 

Thomas B. Greene, Box 181, P. 0.， Saratoga Springs, N. Y 699 96 

Thigh Bonner, No. 636 West Enrl avenue 3,000 00 

Luke McSherry, N'o. 21 1 Hoc avenue 699 96 
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David Connor, No. 144 Murray street, Flushing, L. 1 1,080 00 

Charles McNamee, No. 1746 Amsterdam avenue 1,080 00 

Patrick McCarthy, No. 716 East One Hundred and Sixty-ninth street goo oo 

John Foley, No. 759 Hart street, Brooklyn 40 48 

John Jennings, Idaho Springs, Colorado 533 28 

Coleman J. Burke, No. 1117 Westchester avenue 1,080 00 

Edward S. Moore, Highgate, Vermont Qoo 00 

Robert Geddis, No. 201 West Eighty-eighth street 699 96 

Bernard C. • Blair, Elizabeth Hynes, Commissioner, No. 459 East Fifty- 
seventh street 699 96 

Alfred O. Pinson, No. 65 East One Hundred and Thirtieth street 699 96 

William Whitten, Congers Station, N. Y 799 92 

Charles H. Parky, No. 145 Halsey street, Brooklyn 1,080 00 

Vv'alter H, Jones, No. 469 Grove street, Jersey City, N. J 900 00 

James A. Campbell, No. 404 College avenue 900 00 

Henry Shuck, No. 997 Ogden avenue 900 00 

John Barber, Boston avenue, Kingsbridge 1,080 00 

Martin Kelly, No. 103 East One Hundred and Thirteenth street 799 92 

John Barrett, No. 208 East Eighty-fifth street 799 92 

John T. Hanlon, No. 51 West One Hundred and Fifty-ninth street 699 96 

John McCarthy (No. 2), No. 187 Monroe street 1,080 00 

William Strout, No. 208 East One Hundred and First street 699 96 

William J. Colby, No. 100 Fifth street, Williatnsbridge 1,080 00 

Michael Curley, No. 556 West One Hundred and Fiftieth street. 二 699 g6 

Patrick. O'Brien, No. 201 West One Hundred and Fourth street 1,080 00 

Joseph Poynton, No. 364 Lenox avenue .1,080 00 

Charles Margison, P. O. Box No. 23, Hollis, L. I.... 900 00 

1 nomas C. Loughery, No. 40 West Sixty-ninth street 799 96 

Andrew Gaffncy, No.. 514 Tenth street, Brooklyn 1,080 00 

John J. Golden, No. 989 East One Hundred and Seventieth street 1,080 00 

Peter Fundc, No. 610 Tenth avenue 524 97 

Richard Nodine, No. 207 West One Hundred and Forty-first street 699 96 

Albert Nissen, Avenue H and New York avenue, Flatbush 699 96 

Michael P. Crowley, No. 258 Hudson street 900 00 

William J. Cook, No. 565 West One Hundred and Eighty-seventh street. 1,650 00 

Thomas J. Burke, No. 613 East One Hundred and Thirty-sixth street. .. . 699 96 

William F. Hayes, No. 355 East One Hundred and Sixteenth street 1,080 00 

John Castles, No. 569 West One Hundred and Eighty-third street 1,650 00 

Samuel Banta, No. 180 Mercer street, Jersey City 900 00 

James McCutcheon, No. 134 West One Hundred and Third street 1,080 00 

Thomas Coyle, No. 326 West Thirty-fourth street 900 00 



179 



George T. F. Harris, No. 204 East Fifty-second street 699 9^ 

Adolph J. Petersen, No. 1714 Bathgate avenue, The Bronx 900 00 

Michael J. Dowling, No. 565 East One Hundred and Fifty-fifth street 6gg 96 

William McNulty, No. 178 Eighteenth street, Jersey City, N. J 466 56 

Dennis Meehan, No. 69 Vanderbilt avenue, Brooklyn 799 9】 

Charles L. Kelly, P. O. Box No. 384, Babylon, L. 1 1,080 00 

Peter Barrett, No. 499 East One Hundred and Fortieth street 699 96 

Samuel B. Ryer, No. 35 Pearl street. Mount Vernon, N. Y 699 96 

Charles W. Lamoreaux, No. 1059 Jackson avenue 799 92 

Christopher M. Garland, No. 44 Horatio street 799 92 

Albert F. Louis, P. O. Box No. 486, Stratford, Conn 900 00 

Edward S. Smith, No. 146 East Fifty-second street 900 00 

Thomas Kelly (No. i), No. 27 Barrow street , 220 16 

Archibald Robinson, No. 336 West Fifty-first street 699 96 

Patrick J. Gilroy, No. 351 West Fiftieth street 466 56 

William £. Dodge, No. 1993 Webster avenue 699 96 

Isaac C. Weeks, No. 1824 Washington avenue 699 96 

William W. Brown, No. 225 South Tenth street, Mount Vernon, N. Y. . 1,080 00 

Alexander McDonald, No. 665 East One Hundred and Thirty -fifth street. 1,080 00 

Daniel J. Meagher, No. 32 Chestnut street, Albany, N. Y 1,080 op 

Matthew Hicks, No. 737 East One Hundred and Forty-third street 1,080 00 

Samuel Best, No. 2379 Eighth avenue 1,080 00 

William H. Cox, No. 435 West Forty-sixth street 900 00 

James Kelly (No. 1)， No. 56 West Ninety-eighth street 699 96 

John Welsh, No. 243 East Fifty-third street 421 67 

Thomas W. Relyea, No. 208 West Eighty-fifth street 340 42 

Richard Hyland, No. 1144 Franklin avenue 699 96 

Thomas P. Gibncy, No. 528 West One Hundred and Thirty-eighth street 900 00 

Daniel Duggan, No. 242 East Seventy-first street 699 96 

Daniel Bradley, No. 515 East One Hundred and Forty-sixth street 1,080 00 

Patrick Donahue, No. 1094 Franklin avenue 836 13 

Patrick Trainor, No. 224 Spring street 699 96 

Philip Ramee, New Hamburg, Dutchess County, N. Y 799 92 

George Shaw, No. 1887 Vysc avenue 799 92 

Daniel Lyons, No. 1315 Herkimer street, Brooklyn • 699 96 

Tcrrcnce P. Brennan, No. 1442 Forty-eighth street, Brooklyn 900 00 

Michael A. Reilly, Hempstead, N. Y 1.080 00 

John McCarrick, No. 537 East One Hundred and Fifty-first street 699 96 

William Browning, No. 470 West One Hundred and Fifty-seventh street. 1.080 00 

John Finn. No. 32 Oliver street. " ,. 1.080 00 

Joseph H. Decry, No. 117 Cedar street 799 92 
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James Hamilton, No. 2264 Seventh avenue 799 9a 

Peter Mulvihill, No. 342 Fifty-seventh street, Brooklyn 699 96 

Joseph O. Grady, No. 2335 Seventh avenue 194 52 

John H. Kehoe, No. 356 East Fifty-seventh street 1,650 00 

Jacob J. Schaller, Thirteenth street and Shore road, Sheepshead Bay 699 96 

Joseph F. Walsh, Kingsley House, Long Branch, N. J 900 00 

Herman Busse, No. 489 Amsterdam avenue 799 ga 

Thomas C. Carroll, No. 170 Beach street 699 96 

David Hyde, No. 18 Watts street 1,080 00 

Timothy J. Coughlan, No. 321 East Forty- sixth street 799 ga 

Lawrence McKenna, No. 1766 Amsterdam avenue 、 122 50 

Charles Frost, No. 225 West Fourteenth street 799 92 

John Knapp (No. 1)， No. 67 Madison street 209 99 

Richard J. Norris, No. 648 Amsterdam avenue 1,080 00 

Rolahd H. Lanzer, Two Hundred and Thirty-sixth street and Katonah 

avenue, The Bronx 699 96 

Henry P. Reilly, No. 365 West Twenty-fourth street 1,080 00 

Edward Stack, No. 312 Union street, Brooklyn 1,080 00 

John Duffy (No. i), No. 568 Amsterdam avenue 699 96 

Louis Hellner, No. loi Trinity place, New York ； i,o8o 00 

Hay ward A. Hibbard, No. 731 Amsterdam avenue 799 92 

William H. Keenan, No. 852 Union avenue 699 96 

Clarence E. McNielie, No. 1522 Third avenue 699 96 

George T. Russell, No. 92 Oak street, Yonkers, N. Y 699 96 

William McLaughlin, No. 85 Morton street 1,080 00 

John E. Nickerson, No. 310 Willis avenue, The Bronx 699 96 

Edward F. Slevin, No. 308 East Eighty-fifth street 799 92 

John Cassidy, No. 315 East Eighty-ninth street 699 96 

Thomas Harrison, No. 225 East One Hundred and Twenty-sixth street. . 699 96 

Joseph Moss, No. 29 East One Hundred and Twenty-seventh street 1,080 00 

Michael Hollacher, No. 690 East One Hundred and Eighty-sixth street. . 799 92 

John F. Fitzgerald, No. 72 West One Hundred and First street 699 96 

John J. Naughton, No. 125 1 Park avenue 900 00 

Thomas Head, No. 214 East Eighty-third street 900 00 

John' Duane, No. 1258 Lexington avenue 699 96 

Richard A. Kenehan, No. 77 Perry street 466 56 

George H. Grabe, No. 231 East Seventieth street ' 699 96 

Charles T. Budd, George M. Budd, Commissioner, Walker Valley, 

Ulster County, N. Y 399 96 

William H. Lorenze, No. 544 East One Hundred and Forty-second street 699 96 

John T. Needham, No. 846 Tinton avenue 1,080 00 
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William Hennessy, No. 689 East One Hundred and Eighty-fourth street 

James P. Reilly, No. 203 Columbus avenue 

William Quigg, No. 740 East One Hundred and Forty-third street 

Patrick McGrade, No. 213 Elizabeth street 

Jacob Beeker, No. 117 East One Hundred and First street 

John P. Barrett. Junction avenue and Main street, Corona, N. Y 

Thomas J. Van Horn, Pearl River, N. Y 

John Thompson, No. 672 Ninth avenue 

Jacob Becker, No. 278 West Nineteenth street 

John Crowley, No. 319 Nostrand avenue, Brooklyn 

Michael H. Dynan, No. 95 Eighth avenue 

John Mullen, No. 1244 Thirty-ninth street, Brooklyn 

James J. Campbell, No, 275 First avenue 

Timothy J. Bresnan, No. 1358 Lexington avenue 

Patrick Doyle, No. 727 Second avenue, Astoria 

Thomas Carney, No. 2, No. 237 East One Hundred and Fifth street 

James Cosgrove, No. 133 West Sixty-seventh street 

Charles Knoepfel, No. 341 West Eighteenth street 

Thomas J. O'Neill No. 2007 Crotona avenue, The Bronx 

Thomas A. Kenny, No. 109 Taylor street, Brooklyn 

John Pilger, Park Ridge, New Jersey 

Thomas M. Duffy, No. 2030 Amsterdam avenue 

Joseph N. Hauck, No. 752 East One Hundred and Seventieth street 

John J. Cashman, No. 682 East One Hundred and Fortieth street 

John Douglass, No. 227 West One Hundred and Forty-second street 

Jacob Eckes, No. 161 East Fourth street 

Robert R. Farrell, No. 53 Horatio street ; 

Timothy F. Sullivan, No. 24S Covert street, Brooklyn 

Cornelius Desmond, No. 83 Washington avenue 

James J. Smith, No. 2, No. 722 East One Hundred and Sixty-seventh street 

Herman W. Oppe, No. 81 Morton street 

James Malone, No. 313 East Twenty-seventh street 

Patrick Gannon, No. 274 Hancock street. Queens 

Arthur J. Lott, No. 2479 Eighth avenue 

Thomas McGrath, No. 2920 West Twenty-fifth avenue, Highland Station, 

Denver, Col 

Daniel McCoy, No. 406 West Forty-sixth street 

Thomas F. Ryan, Centre Moriches, N. Y 

Henry W. McAdams, No. 167 East Sixty-seventh street 

Robert C. Manning, No. 150 Valley road, West Orange, N. J 

Frank GuHck, No. 124 Bradhurst avenue • 
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John S. Honan, No. 649 Prospect avenue, The Bronx 1,080 00 

William Towart, No. 1034 Stebbins avenue. The Bronx 699 96 

Philip Cahill, No. 2009 Honeywell avenue, The Bronx 799 9^ 

Charles J. Autenrieth, No. 841 Dawson street, The Bronx 1,080 00 

Edward J. Owens, Coles place, Fordham, The Bronx 799 92 

Patrick T. Horan, No. 522 East One Hundred and Sixty-third street 900-00 

Michael A. Burns, No. 328 West Forty-eighth street 1,080 00 

Henry R. Allison, Fosterdale, Sullivan County, N. Y 799 92， 

Arthur J. O'Neill, No. 782 Caldwell avenue, The Bronx 699 96 

Patrick J. Brennan, No. i, No. 417 West Eighteenth street 6gg 96 

Robert Oswald, No. 445 East One Hundred and Seventeenth street 465 00 

Charles D, Purroy, Eatontown, New Jersey ； StOOO 00 

William J. Schuster, Liberty, Sullivan County, N. Y 900 00 

Edward Roe, No. 2144 Seventh avenue 699 96 

Thomas F. Freel, No. 280 Broadway 1,650 00 

Thomas Coffey, No. 27 Lawrence street • 699 96 

Isaac Fischer, No. 55 St. Mark's place 921 72 

Alexander D. Aiken, No. 48 West One Hundred and Thirty-second street 900 00 

John J. Lutz, Fourteenth street Unionport 497 75 

William A. Taylor, Park avenue, The Bronx 497 75 

Lindsay Williamson, One Hundred and Eighty-first street and Honeywell 

avenue 640 00 

John T. Dietsch, No. 782 Eagle avenue 568 83 

Daniel H. Callaghan, No. 724 East Ond Hundred and Thirty-ninth street 720 00 

Simon G. Murray, No. 257 West Nineteenth street 440 30 

Peter H. Ward, No. 21 Audubon avenue _ 408 31 

Luke Clayton, No. 1046 Fox street 433 29 

Alonzo Boese, No. 228 West One Hundred and Forty-second street 349 98 

Anthony Stephenson, Two Hundred and Twenty-first street, White Plains 342 45 

John Ward, No. 696 East One Hundred and Sixty-fourth street 540 00 

John H. Cowan, No. 156 East Fifty-fourth street 138 85 

Thomas F. Donovan, No. 441 Grand street 291 65 

Patrick H. McMahon, No. 444 East One Hundred and Twenty-second 

street 291 65 

John H. Landers, No. 502 West One Hundred and Forty-fifth street 233 32 

John A. Marx, No. 53A South street, Jersey City, N. J 233 32 

John A. Price, No. 450 West Fiftieth street 233 32 

Samuel E. Phelan, No. 696 Greenwich street 224 42 

Henry F. Mackey, Garfield street, Van Nest 225 00 

Henry Kratch, No. 966 East One Hundred and Fifty-sixth street 161 82 

Edward J. Carney, No. 2315 Prospect avenue 116 66 
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Thomas McCabe, No. 407 West Thirtieth street 122 21 

Robert H. Levins, No. 767 Union avenue, The Bronx 79 72 

Michael Donovan, Hudson Park, Kingsbridge iii 10 

James Pearl, No. 2697 Third avenue 41 39 

Patrick J. Brennan, No. 2, No. 459 West Fifty-seventh street • •• 24 19 



Total $266,209 IS 



Paid Relieved Men, Boroughs of Manhattan and The Bronx, During Year 1904. 

James H. Conklin, Southold, L. I $650 04 

Bernard Conway, No. 97 Clifton avenue, Newark, N. J 600 00 

William Fogarty, No., 12 Stone street 52000 

William H. Renoud, No. 1261 Westchester avenue 399 96 

Jeremiah Calnan, No. 74 Palmetto street, Brooklyn 600 00 

James K. Giles, No. 905 Intervale avenue . 650 04 

James Hunter, No. i Laurel avenue, Stapleton, S. 1 750 00 

Minthorn D. Tompkins, Mystic, Conn 155 24 

James Roland, No. 327 West Fourth street 600 00 

William Murfitt, No. 132 West One Hundred and Sixteenth street 600 00 

George Jarvis, No. 1015 Washington avenue 650 04 

William Jackson, No. 454 West Forty-ninth street 600 00 

George H. Sharp, No. 122 Jefferson avenue, Richmond Hill, Queens 600 00 

James Walton, No. 79 Elm street, New Rochelle, N. Y 900 00 

Thomas Conlon, Decatur avenue, Bedford Park 900 00 

Frederick Coppers, No. 5 Leroy street 600 00 

William Kline, No. 94 East Third street 600 00 

Henry Brengel, No. 1580 Third avenue 600 00 

John Schwab, No. 1205 Lexington avenue 600 00 

James Heaney, No. 77 East One Hundred and Eleventh street 750 00 

Thomas J. Cortissos, No. 351 West Forty-eighth street 600 00 

Oliver Hawkins, No. ;j【i Seventh street, Brooklyn 69996 

Peter Gallagher, No. 4 Teasdale place 600 00 

Simon Hexter, No. 213 East Fourteenth street 600 00 

Joseph Creagic, No. 1678 Bathgate avenue 699 96 

Edward Hogan (No. 2), No. 47 East Eighty-eighth street 600 00 

Charles Forbach, No. 1919 Prospect avenue 600 00 

Jacob Mang, Thirteenth street, Unionport 600 00 

Thomas Gooderson, No. 98 Morningside avenue 1,374 96 

Joseph Brandon, No. 128 East One Hundred and Thirteenth street. 600 00 

John Hart, One Hundred and Seventieth street and Edgecombe avenue. . 600 00 

Michael Neubauer, Springdale, Conn 750 00 
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Patrick J. Byrnes, Holgate road, between Walnut and Grove streets, Win- 
field, L. 1 699 96 

William S. Hughes, No. 1366 Franklin avenue 600 00 

Roger B. Hamblett, No. 753 Summit street 900 00 

Wright Case, No. 2157 Seventh avenue 75。 00 

James Bergen, No. 8 West One Hundred and Sixteenth street 600 00 

Albert H. Hendrickson, No. 17 West One Hundred and Twelfth street. . . 600 00 

Joseph McGowan, No. 635 Tenth street, Brooklyn 600 00 

Frank H. Werner, No. 787 Ninth avenue 600 00 

Mark Smith, Clinton, Conn 600 00 

William J. Kavanagh, No. 1007 Oakland place •• 699 96 

Charles A. Woodhull, No. 151 East Fifty-second street 659 96 

George Cusick, Kingfs Park, L. I goo 00 

Edward Keyes, Bloomingburg, Sullivan County, N. Y 600 00 

John Dalton, No. 225 West One Hundred and Fifth street 600 00 

James A. McGinn, No. 157 East One Hundred and Twenty-third street. . . 200 00 
Martin Meagher, No. 677 East One Hundred and Sixtieth street, The 

_ Bronx 200 00 

Charles Chambers, No. 516 Wales avenue, The Bronx 900 00 

George W, Greer, No. 181 Palmetto street 699 96 

John B. Livingston, No. 1278 East One Hundred and Seventy-eighth street. 600 00 

William J. Cavanagh, No. 62 King street 600 00 

Dennis Morrissey, No. 1640 Lexington avenue 600 00 

James J. Gerrity, No. 338 East Thirty-ninth street 750 00 



Patrick Riley, Winfield avenue, Jersey City 

James Young, Passaic, N. J 

Adam Hutter, No. 261 West Nineteenth street 

Stephen C. Purdy, No. 1358 Forty-ninth street, Brooklyn 

William Peto, No. 8 Pilling street, Brooklyn 

Peter E. Sheedee, No. 243 West Houston street 

Timothy MpDonald, No. 508 East Eighty-fifth street 

Adam Feit, No. 215 East Eighty-ninth street 

Lawrence P. Farley, Grant City, N. Y 

James T. Holmes, Corona, N. Y 

Samuel Campbell, No. 443 West One Hundred and Sixty-second street. . . 



James McGill, No. 364 Alexander avenue 699 96 

John McLaughlin (No. i), No. 98 Lawrence street 600 00 

Patrick McDonnell, Whitestone, N. Y 699 96 

Michael Lynch, No. I2T Pearl street 600 00 



Total $45.799 76 
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raid Retired Men, Boroughs of Brooklyn and Queens, During the Year 1904. 



Patrick Murray, No. 138 Wyckoff avenue $499 92 

George F. Stewart, No. 809 Livingston avenue, Albany, N. Y 499 92 

Adam Mark, No. 57 St. Nicholas avenue … 499 9^ 

Michael Start, No. 221 Sandford street 499 92 

John Kreuscher, Rockaway Beach 474 96 

Charles McDonough, Box 105, P. O. East Shokan, N. Y 750 00 

William A. Minard, No. 21 Madison avenue, Mount Vernon, N. Y 999 96 

William E. Broadhurst, Kent, Ohio 399 96 

Henry C. Cheshire, Jefferson avenue, South Orange, N. J 300 00 

William J. Crawford, No. 59 Bloomfield street, Hoboken, N. J 525 00 

Thomas Lee, No. 1102 Fulton street. 549 96 

John W. Smith, No. no South Eighth street 1,999 92 

William H. Sherry, No. 169 Morningside avenue, N. Y 649 92 

William Gilfoy, No. 89 Howard avenue 549 96 

James V. Rhodes, No. 59 Lee avenue 549 96 

Patrick M in ton, No. 649 Fifth avenue 549 96 

William C Bonner, Lynbrook, L. I -. 549 96 

Michael Quinn, No. 140 Newell street 549 96 

John W. Dunn, No. 273 Eighth street 549 9^ 

Thomas F. Nevins, No. 350 Clinton street 2499 9^ 

Edward Fitzsimmons, No. 5718 Sixth avenue - •- 849 96 

Eben H. Shute, No. 1017 Putnam avenue 849 96 

Charles Ferris, No. 257 Sixteenth street 549 g6. 

William O'Brien, No. 350 South First street 549 96 

Miles Campbell, No. 259 Sackett street 900 00 

William J. Curran, No. 362 Clifton place 399 96 

Peter Farrell, No. 248 Sackett street 900 00 

Thomas Culkin, No. 1059 Halsey street 549 96 

Thomas Malone, No. 477 Sackett street 549 96 

James Fitzpatrick, No. 417 Twelfth street 233 73 

James CuIIen, No. 52 Second place 750 00 

William Cunningham, No. 132^ Suydam street 649 92 

William F. Kingaland, No. 186 Java street 649 g2 

John Mahoney, No. 16 Third place 549 96 

Edward Shaughnessy, No. 385 Myrtle avenue 549 96 

James Walsh, No. 816 Eighth avenue 、. 1,374 9^ 

Prescott L. Watson, Wurtsboro, Sullivan County, N. Y 499 g2 

Henry A. Brinkman, No. 335 Warren street 750 00 

Joljn Hinton, No. 27 First street 549 96 

John Porter, No. 195 Duf field street 450 00 
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Charles Schulz, No. 953 DeKalb avenue « 549 96 

Norman Hughes, Thirty-seventh street, between Avenues D and E 549 96 

James J. Miller, No. 806 Bergen street • 549 g6 

James Smith, No. 102 First place 900 00 

James Burns, No. 191 Luquer street 949 92 

James T. Shannon, No. 322 Twelfth street 949 92 

Piatt Van Cott, No. 769 Union street i,999 9^ 

James Gannon, No. 573 Lexington avenue 993 36 

James W. Connell, No. 172 Skillman street 1*425 00 

Edward Boerura, No. 19 North Main street, West Haven, Conn 766 56 

John Tierney, No. 208 Nineteenth street • 699 96 

John McCole, No. 113 Jay street 1,036 56 

William Donohue, No. 192 South Second street 1,036 56 

John F. Wei ton,. Greenwood avenue, Richmond Hill 1,036 56 



John Cantwell, No. 1157 Putnam avenue 

Peter Hecker, No. 652 Dean street 

Lawrence Fagan, No. 106 Warren street 

Edward Finn, No. 228 Seventh avenue 

George W. Van Cott, Amityville, L. I 

Michael J. Delaney, No. 1169 Putnam avenue 

Samuel T. Irwin, No. 329 Fifty-first street 

Stephen F. Gill, No. 218 Duf field street 

John J. Gillen, No. 160 Court street 

Jeremiah J. Delaney, No. 544 Seventeenth street 

Henry M. Keighler, Riverhead. L. I 

Stephen Allen, No. 777 Manhattan avenue t 

Michael Cunningham, No. 429 Fifth avenue 

John Morrissey, No. 184 Huron street 

Hugh Reynolds, No. 206 Skillman street 

Joseph H. Briscoe, No. 124 Bedford avenue 

Thomas T. McNamara, No. 46 Fourth street 

John Pohlman, No. 650 Central avenue 

Joseph A. Caragher, No. 54 West One Hundred and Sixth street, Man- 



hattan 

John Mcddis, No. 315 Fifteenth street 699 96 

Valentine Hendrickson, No. 97 Carlton avenue 699 96 

George C. Hennessy, No. 226 Covert street ； 699 96 

William J. Higgins, No. 116 Hart street 799 92 

Hugh Riley, No. 750 Monroe street 699 96 

John H. Perry, Glenwood, L. 1 2,100 00 

Joseph H. Bennett, Ninety-fourth street and Avenue G 90000 
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Charles Shay, No. 15S Nassau street 900 00 

Charles H. Bixby, No. 373 Saratoga avenue 1,080 00 

James Lawlor, No. 128 President street ^699 96 

James Doyle, No. 296 Carroll street 1,650 00 

James Flannelly, No. 67 Coles street 900 00 

Owen S. Campbell, Bergen place, Frceport, L. 1 1,080 00 

Samuel G. Heustis, No. 442 State street. 1,650 00 

James S. Smith, No, 243 President street 1,080 00 

Isaac B. Guischard, No. 742 Decatur street 799 9^ 

William Harris, No. 840 Halsey street 1,080 00 

Thomas F. Gray, No. 65 Grant avenue 1 799 9^ 

John Dowd, No. 781 Madison street • 699 96 

John J. Hughes, No. 1217 Degraw street ^ 900 00 

John R. Hanson, Keansburg, N. J 699 96 

Daniel J. Garrity, No. 286 President street 1,080 00 

John S. Carney, No. 148 North Seventh street • 1,080 00 

George W. Keighler, No/ 114 Powers street 900 00 

James Lahey, No. 135 South Ninth street 799 92 

Robert Wallace, No. 148 East Fourteenth street, Manhattan 699 96 

Patrick Harrigan, No. 742 Henry street 699 96 

Elisha Snethen, No. 1019 Herkimer street 799 92 

Edward F. Hargrove, No. 182 Bedford avenue 699 96 

Peter M. O'Neil, No. 137 Dwight street 6gg 96 

John Ramsey, No. 930 Fourth avenue 533 28 

Samuel Duff, No. 64 Tillary street - 2,ioo 00 

Leonard R. Rhodes, No. 590 Decatur street 900 00 

Patrick Lahey, No. 290 Hicks street •• 1,080 00 

James Maguire, No. 213 Penn street 1,650 00 

John Begley, No. 250 Ninth street 211 09 

Joseph R. Reynolds, No. 229 Concord street 799 92 

Martin Corcoran, No. 580 Vanderbilt avenue 699 96 

Frederick J. Manning, No. 583 Decatur street 799 92 

Frederijck J. Snow, P. O. Box 138, Port Washington, L. 1 1,650 00 

James J. Ryan, No. 169 Coffey street. . : 1,08000 

John J. Thornton, No. 382 Seventh avenue 799 92 

Dennis Cantwell, No. 467 Fifty-first street 699 96 

George H. Fletcher, No. 764 East Eighth street, Parkville 990 00 

Thomas F. Farrell, No. 469 East Seventh street, Brooklyn 462 88 

Joseph Keenan, No. 253 Withers street 459 11 

John P. McKeon, No. 211 Smith street 459 11 

John F. Delehanty, Flushing avenue, Astoria 183 12 
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Michael J. Kendrick, No. 254 Kingsland avenue 274 72 

Francis Curran, No. 606 Henry street 290 2g 

Edward Eichorn, No. 1219 Decatur street 450 00 

John Connelly, No. 94 Milton street 116 66 

John Slattery, No. 496 Court street 89 44 

John F. Dobson, No. 847 Jefferson avenue 137 50 

James H. Byrne, No. 104 Rapelye street 75 00 

John J. Kenny, No. 40 Fourth place 30 11 

Thomas J. Fentry, Long Island City 31 11 



Total $100,739 51 
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Receipts and Disbursements of the Relief Fund, 1^1-1904 Inclusive. 







1871 to 1903. 


1904- 




ToUl. 


Receipts. 












If ctranol itmn Fire DfinartniMit R^li^f Fuiul 


零 7,340 07 
"3,837 06 
71*764 68 






專 7,340 07 
"3,837 06 
75.130 36 


BroAltlvn Fir^ Denirtment Relief Fiinil 








PItiM 




專 3,36s 


68 






24,661 as 


4.700 


00 


29,361 JS 


P^nflltitt . . 




20,453 74 


1,001 


aj 


a 1,454 96 


Oil li^^ns^a 






61,410 


50 


1 .454.177 SO 






52,986 2$ 


4*5^4 


75 


57»5ii 。• 






775.545 09 




3* 


805,41 S 41 






627,632 05 


105,430 


48 


733,06a S3 






8,783 35 


380 


SO 


9,163 7S 






74,8a9 75 


13,660 


35 


88,490 10 






20,309 50 


1.564 


00 


a 1, 873 50 


Kirfi in fltrMt nerniitfl 




1,114 93 


46 


00 


1,160 93 






72,160 74 


6，6S7 


jj 


78,817 96 






3,143,469 3a 


245,000 


00 


9,388,469 3' 






64,444 4a 






66,668 94 






I4»1S7 55 
",038 75 






14,157 55 
31.747 7S 






4,709 


00 








14 80 








1.460 JSO 

■ " y ^#一 


1,019 


50 


2.480 00 

*~ y 冒 w 






•5,6-4,092 40 


$485.578 84 


$6,109,671 J4 


Disbursements. 
















$37.417 86 
498 63 
i8,aa7 31 
27,ai6 91 






137,417 86 
498 63 
18,327 31 






















車 S" 


45 


(Pensions.) 












Widows and orphans, etc., Boroughs of Man* 
Widows and orphans, etc" Boroughs of Brooklyn 
Retired men, Boroughs of Manhattan and The 


1,131,553 05 
185,057 44 
1,959,380 la 


98,08 s 

46,7" 
266,209 


79 
48 

15 


1,319,637 84 
J.aJS.589 37 


Retired men. Boroughs of Brooklyn and Queens 
Pay of relieved men, -Boroughs of Manhattan 


364,5" 75 
993,609 60 


100,739 
45,799 


5X 
76 


465,365 a6 
1,039,409 36 






辠 4,7 17,48s 67、 


l558»074 




事 S，a7S,SS9 8« 


■B= = ― 


Recapitulation. 








RfT^.ints Tanuarv i. i87'i. tn Tanuarv i. IQCK 








$6,109,671 24 












Disbursements January i, 187 1, to January 


I, 1905 






5,275.559 81 



Balance 



$834,111 43 



BUILDINGS OF THE FIRE DEPARTMENT. 

Boroughs of Manhattan and The Bronx. 

Headquarters 一 Office of Commissioner. 
Bureaus Chief of Department, In- 
spector of Combustibles, Fire Marshal, 
Violations and Auxiliary Fire Appli- 
ances, Building Superintendent, Fire 
Alarm Telegraph 一 Central Office, 
Medical Officers; School of Instruction 

and Drill Ground Nos. 157-159 East Sixty-seventh street 

Repair Shops Nos. 130-132 West Third street. 

Hospital afid Training Stables Nos. 133-135 West Ninety-ninth street 

Bell-Tower and Lookout Mount Morris Square. - 



Sixth avenue, Jefferson Market Court- 
house. 



Engine 


Company 


No. 
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Company 
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No. 


16 


Engine 
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17. 


Engine 
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18 
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No. 


19. 
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Company 


No. 


20. 



Depot No. 13). 



Depot N-o. 10). 



(Fuel 



(Fuel 



pot No. 8). 
(). 355 West T 
Depot No. 11) 
lO. 243 Lafaye 
Kngine No. I. 



street, Searchlight 
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Engine 


Company 


No. 








No 


22 處.. 


奮、 crin A 




No 


21 , . . . . 






No 


OA 


Engine 


Company 


No. 


25 


Engine 


Company 


No. 




Engine 


Company 


No. 




■Li^lJS "暴、 


Comnanv 


No 


28 




Clomnanv 


No 


2Q -.. . . 




C'omnanv 


No 

Jk， \/» 


. 


Engine 


Company 


No. 


31 




C*omnanv 


No 


'12 . 






No 


-27 




Comnanv 


No 


lA 


凰 JIG 


^^vmy o 暴屋 


No 


-JC 


Engine 


Company 


No. 


36 






No 


^7 


Engine 


Company 


No. 


38 


Engine 


Company 


No. 


39 




V> V/ A 暴量 p Ci 4 ■! 


No 


^0 


j>> 暴 




No 

丄， \ /零 




Engine 


Company 


No. 


42 


Engine 


Company 


No. 


43 … 


Engine 


Company 


No. 


44 


Engine 


Company 


No. 


45 




r^oirm 21 n V 


No 

丄， V/ 攀 




Engine 


Company 


No. 


47 


Engine 


Company 


No. 


48 


Engine 


Company 


No. 


49 


Engine 


Company 


No. 


50 



No. 216 East Fortieth street 

No. 159 East Eighty-fifth street (Fuel 

Depot No. 16). 
No. 235 West Fifty-eighth street (Fuel 

Depot No. 15). 
No. 78 Morton street (Fuel Depot No. 

7). - 
No. 342 Fifth street 

No. 220 West Thirty-seventh street. 

No. 173 Franklin' street. 

No. 604 East Eleventh street. 

No. 160 Chambers street. 

Nos. 278-284 Spring street (Fuel Depot 

No. 6). 

Nos. 87-91 Lafayette street (Fuel Depot 
No. 2) (Water Tower No. i). 

No. 49 Beekman street. 

Nos. 42-44 Great Jones street. 

No. 440 West Thirty-third street. 

No. 223 East One Hundred and Nine- 
teenth street. 

No. 1849 Park avenue. 

No. 83 Lawrence street. 

No. 1907 Amsterdam avenue. 

No. 157 East Sixty-seventh street. 

No. 153 West Sixty-eighth street. 

No. 572 East One Hundred and Fiftieth 
street (Bronx). 

No. 1 192 Fulton avenue (Bronx). ' 

Sedgwick avenue, opposite Bumside 
avenue (Bronx). 

No. 221 East Seventy-fifth street. 

No. 1 187 Tremont avenue (Bronx). 

No. 715 East One Hundred and Seventy- 
sixth street (Bronx). 

No. 502 West One Hundred and Thir- 
teenth street. 

No. 2504 Webster avenue (Bronx), Fuel 
Depot No. 3). 

6 lack well's Island. 

No. 749 East One Hundred and Sixty- 
sixth street (Bronx) (Fuel Dei>ot No. 
22). 
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Engine Company No. 51 (Floating engine) foot of East Ninety- 

ninth street. 

Engine Company No. 52 Riverdale avenue, near Spuyten Duyvil 

Parkway (Bronx) (Fuel Depot No. 
24). • 

Engine Company No. 53 No. 175 East One Hundred and Fourth 

street (Fuel Depot No. 18). 

Engine Company No. 54 No. 304 West Forty-seventh street. 

Engine Company No. 55 No. 363 Broome street. 

Engine Company No. 56 No. 120 West Eighty-third street. 

Engine Company No. 57 (Floating engine) Battery Park. 

Engine Company No. 58 No. 81 West One Hundred and Fifteenth 

street. 

Engine Company No. 59 No. 】8o West One Hundred and Thirty- 

seventh street. 

Engine Company No. 60 No. 606 East One Hundred and Thirty- 

scvei'.th street (Bronx). . 

Engine Company No. 61 Main street, east of Arno place, West- 

chester (Bronx). 

Kngine Company No. 62 White Plains avenue, north of Julian 

street, Williamsbridge (Bronx). 

Engine Company No. 63 Wakefield, Westchester avenue, near 

Fulton street (Bronx). 

Engine Company No. 64 Unionport, No. 64 Twelfth street 

(Bronx). • 

Engine Company No. 65 No. 33 West Forty-third street. 

Engine Company No. 66 (Floating engine) foot of Grand street, 

Kast River. ' 

Engine Company No. 67 Xo. 518 West One Hundred and Seven- 

tieth street. 、 

Engine Company No. 68 No. 11 16 Ogdcn avenue (Bronx). 

Engine Company No. 69 Two ITiindrcd and Thirty-third street, 

west of Kaloiiah avenue (Bronx). 

Engine Company No. 70 Scoficld avenue, near Main street, City 

Island (Bronx) . 

Kngine Company No. 71 Northeast corner One Hundred and 

Fifty-ninlh street and Park avenue 
(Bronx). 

Engine Company No. 72 Xo. 22 l'.a>t T\\ clftli street. 

Kngine Company No. 73 rrcspcct avt-iiuc and I Cast One Hundred 

ami i'ifty-secmid street (Bronx). 
卜: ngiiie Company No. 74 Xo. J07 \Vo<t Seventy-seventh street. 
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No. 


75. 
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Company 


No. 
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Company 


No. 
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Company 


XT 

No. 


78. 


Engine 


Company 


No. 
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Engine 
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No. 
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XT ^ 

No. 


一 


Engine 


Company 


XT 

No. 


o * 


Engine 


Company 


XT 

No. 


83. 


Engine 


Company 


No. 


84. 


Engine 


Company 


No. 


85. 


Engine 


Company 


No. 


86 


Engine 


Company 


No. 


87. 


Engine 


Company 


No. 


88 


Engine 


Company 


No. 





Hook 


and 


Ladder Company No. 




Hook 


and 


Ladder Company No. 


2 


Hook 


and 


Ladder Company No. 


3 


Hook 


and 


Ladder Company No. 


4 


Hook 


and 


Ladder Company No. 


5 


Hook 


and 


Ladder Company No. 


6 


Hook 


and 


Ladder Company No. 


7 


Hook 


and 


Ladder Company No. 


8 


Hook 


and 


Ladder Company No. 


9 


Hook 


and 


Ladder Company No. 


10 


Hook 


and 


Ladder Company No. 


11 


Hook 


and 


Ladder Company No. 


12 


Hook 


and 


Ladder Company No. 


13 



13 



Jerome avenue and East One Hundred 

and Eighty-third street (Bronx). 
Nos. 105-107 West One Hundred and 

Second street. 
(Floating engine) detailed foot of Main 

street (Brooklyn). 
(Floating engine) foot of Gansevoort 

street. 

Briggs avenue, near Two Hundredth 
street (Bronx). 

No. 503 West One Hundred and Thirty- 
ninth street. 

Albany road, near Bailey avenue. 

Intervale avenue, near One Hundred 
and Sixty-ninth street. 

No. SgS East One Hundred and Thirty- 
Eighth street. 



No. 104 Duane street. 

No. 126 East Fiftieth street (Fuel Depot 

No. 14 and Fuel Wagon No. 2). 
No. 108 East Thirteenth street (Fuel 

Depot No. 9 and Water Tower No. 2). 
No, 788 Eighth avenue. 
No. 96 Charles street. 
No. 77 Canal street. 

No. 217 East Twenty-eighth street (Fuel 

Depot No. 12). 
North Moore street, corner of Varick 

street. 

No. 209 Elizabeth street (Fuel Wagon 

No. I). 
No. 191 Fulton street. 
No. 742 Fifth street. 
No. 243 West Twentieth street. 
No. 159 East Eighty-seventh street (Fuel 

Depot Wagon No. 16). 
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Hook and Ladder Company No. 14： 

Hook and Ladder Company No. 15, 

Hook and Ladder Company No. 16. 
Hook and Ladder Company No. 17. 

Hook and Ladder Company No. 18. 
Hook and Ladder Company No. 19. 
Hook and Ladder Company No. 20. 

Hook and Ladder Company No. 21. 
Hook and Ladder Company No. 22. 

Hook and Ladder Company No. 23. 

Hook and Ladder Company No. 24. 

Hook and Ladder Company No. 25. 
Hook and Ladder Company No. 26. . 

Hook and Ladder Company No. 27. . 

Hook and Ladder Company No. 28.. 

Hook and Ladder Company No. 29. . 

Hook and Ladder Company No. 30. . 
Hook and Ladder Company No. 31 . • 
Hook and Ladder Company No. 32" 
Hook and Ladder Company No. 33. . 
Hook and Ladder Company No. 34. . 

Fuel Depot No. i 

Fuel Depot No. 2 

Fuel Depot No. 3 

Fuel Depot No. 4 

Fuel Depot No. 5 

Fuel Depot No. 6 

Fuel Depot No. 7 

Fuel Depot No. 8 



No. 120 East One Hundred and Twenty- 
fifth street. 

Old Slip, between Water and Front 
streets. 

No. 159 East Sixty-seventh street. 

No. 589 East One Hundred and Forty- 
third street (Fuel Depot No. 21) 
(Bronx). 

No. 84 Attorney street. 

No. 886 Forest avenue (Bronx). 

No. 157 Mercer street (Fuel Depot No. 
23). 

No. 432 West Thirty-sixth street. 
No. 766 Amsterdam avenue (Fuel Depot 
No. 17). 

No. 504 West One Hundred and Fortieth 
street. 

Nos. 113-115 West Thirty-third street 
(Water Tower No. 3 and Searchlight 
No. 2). 

No. 205 West Seventy-seventh street, 

Nos. 52-54 East One Hundred and Four- 
teenth street (Water Tower No. 4). 

No. 717 East One Hundred and Seventy- 
sixth street (Bronx). 

No. 250 West One Hundred and Forty 
third street. 

No. 896 East One Hundred and Thirty- 
eighth street. 



No. 25 Bridge street. 
Elm and White streets. 
No. 2504 Webster avenue. 
No. 180 Clinton street. 
No. 199 Chrystie street. 
No. 278 Spring street. 
No. 78 Morton street. 
No. 132 West Tenth street. 
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Fuel 


Depot 


No. 


9 


Fuel 


Depot 


No. 


10 


Fuel 


Depot 


No. 


II, 


Fuel 


Depot 


No. 


12 


Fuel 


Depot 


No. 


13 


Fuel 


Depot 


No. 


14 


ruel 


Depot 


XT A 

No. 


IS 


Fuel 


Depot 


No. 


i6 


r uel 


T"\ 一 一 丄 

Depot 


No. 


17 


Fuel 


Depot 


No. 


i8 


Fuel 


Depot 


No. 


19 


Fuel 


Depot 


No. 


20, 


Fuel 


Depot 


No. 


21, 


Fuel 


Depot 


No. 


22, 


Fuel 


Depot 


No. 


23 


Fuel 


Depot 


No. 


24 


Fuel 


Depot 


No. 


25. 


Fuel 


Depot 


No. 


26. 


• Fuel 


Depot 


No. 


27 


Fuel 


Depot 


No. 


28 


Fuel 


Depot 


No. 


29. 



Storehouse 

Storehouse 

Storehouse 

Storehouse 

Headquarters of the Eighth Battalion. ... 

Storehouse 

Headquarters of the First Division 

Storehouse 

Storehouse 



No. io6 East Thirteenth street. 
No. 417 West Seventeenth street. 
No. 355 West Twenty-fifth street. 
No. 217 East Twenty-eighth street. 
No. 530 West Forty- third street. 
No. 126 East Fiftieth street. 
No. 235 West Fifty-eighth street 
No. 159 East Eighty-fifth street (Wagon 

at No. 159 East Eighty-seventh street). 
No. 766 Amsterdam avenue. 
No. 175 East One Hundred and Fourth 

street. 

No. 209 East One Hundred and Twenty- 
second street. 

No. 58 Lawrence street. 

No. 589 East One Hundred and Forty- 
third street (Bronx). • 

No. 749 East One Hundred and Sixty- 
sixth street (Bronx). 

No. 155 Mercer street. 

i>.iverdale avenue, near Spuyten Duyvil 
Parkway ( Bronx) . 



No. 20 Eldridge street. 

No. 180 Clinton street (Fuel Depot No. 

4) . 

No. 199 Chrystie street (Fuel Depot No. 

5) . 

No. 1922 Lillian street (Bronx). 

No. 160 East Thirty-third street (Fuel 
Depot No. 12). 

North side of Third street, Williams- 
bridge (Bronx). 

No. 185 Lafayette street. 

No. 209 East One Hundred and Twenty- 
second street. 

Main street and Westchester turnpike 
(Bronx). 
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BOROUGHS OF BROOKLYN AND QUEENS. 

REPORT FOR THE YEAR ENDING DECEMBER 31, 1904* 

Personnel, Etc. 

On December 31, 1904, the active personnel of the Department in these boroughs 
numbered 1,511, the fire extinguishing force comprising 1,389 members, assigned, 
with the exception of 29 Chief Officers, to the 82 companies of the 16 battalions. The 
companies are classified as follows : 

Engine companies 61 

Hook and Ladder companies 19 

Fire-boats 2 

Aggregate 82 



Of the above engine companies twelve have axlditional equipment of hook and 
ladder trucks; two are double companies, having two complete sets of apparatus, and 
two have additional equipment of chemical engine. Of the hook and ladder com- 
panies one has an additional equipment of water tower and search light engine. 

Headquarters. 

Deputy Commissioner, Brooklyn and Queens 直 

Secretary to Deputy Commissioner, boroughs of Brooklyn and Queens x 

Examiner of Accounts i 

Clerk , , I 

Stenographer i 

Stenographer (temporary) i 

Inspector of Buildings i 

Architectural Draughtsman i 

Architectural Draughtsman (temporary) i 

Messengers : 2 

Elevator Attendant i 

Cleaners S 

Laborers 2 

Automobile Engineman (temporary) i 

20 

Bureau Chief of Department (Uniformed Force). 

Deputy Chief of Department in charge … i 

Deputy Chiefs of Department 4 

Chiefs of Battalion 24 

Chaplains 2 
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Foremen (Captains) I03 

Assistant Foremen (Lieutenants) "o 

Engineers of Steamers 14a 

Firemen first grade 651 

Firemen second grade 82 

Firemen third grade 131 

Firemen fourth grade 128 

Fireman (probationary) i 

993 

1,379 

Bureau Chief of Department (Ununiformcd Force). 

Captains of Fire-boats u 

Pilot of Fire-boat i 

Acting Marine Engineer. i 

Stokers 3 

Coal Passers 2 

Boiler Fireman i 

10 

Bureau Chief of Department (Clerical Force). 
Stenographer and Typewriters 2 



Bureau of Combustibles. 

Assistant Inspector of Combustibles i 

Cashier i 

Clerk I 

Oil Surveyors 10 



13 

Bureau of Fire Marshal. 

Assistant Fire Marshal i 

Inspector i 

Assistant Inspector i 

Stenographer - i 

Clerk (Junior) …-、 i 



5 
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Fire Alarm Telegraph. 

Chief Operator 1 

Inspectors of Fire Alarm Bosces a 

Linemen I9 

Batterymen … 6 

Assistant Battery man 夏 

Cable Splicer i 

Groundmen 5 

Laborers 3 

Wireman i 

39 

Repair Shops. 

Blacksmiths 3 

Machinists 3 

Wheelwrights 2 

Sailmaker i 

Carpenters •• … 6 

Painters 4 

Plumbers 2 

Tinsmith . ■ i 

Roofer i 

Mason i 

Bricklayer i 

Toolmen 5 

Helpers 2 

Hose Repairer's Helper i 

Laborers 6 



一 39 

Hospital and Training Stables. 
Stablemen a 



Recapitulation. 

Headquarters 20 

Bureau Chief of Department, uniformed force 1,379 

Bureau Chief of Department, ununiformed force • 10 

Bureau Chief of Department, clerical force 2 

Bureau of Combustibles 13 
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Bureau of Fire Marshal 5 

Fire Alarm Telegraph 39 

Repair Shops 39 

Hospital and Training Stables 4 



Total 1,511 



Appointments. 

Deputy Commissioner, boroughs of Brooklyn and Queens 

Secretary to Deputy Commissioner, boroughs of Brooklyn and Queens 

Cashiers 

Assistant Superintendent of Buildings 

Medical Officer 

Assistant Batteryman 

Wireman ； 

Stenographer and Typewriter 

Stenographer and Typewriter, temporary 

Automobile Engineman ' 



Firemen fourth grade 125 

Probationary Fireman (December 28) i 

Architectural Draughtsman, temporary i 

Promotions. 

Engineers of Steamers to Assistant Foremen • 3 

Firemen first grade to Assistant Foremen 3 



Change in Title of Office. 
Medical Officers, designated by law as Chiefs of Battalion 4 



Transfers from Other Departments. 

Clerk from Department of Finance i 

Laborer from Department of Parks, designated as Stoker on fireboat i 



Transfers to Other Departments. 
Stoker to Department of Public Buildings and Offices 



Transferred from Fire Department, Boroughs of Manhattan and The Bronx. 
Architectural Draughtsman 1 
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Resignations. 

Deputy Fire Commissioner, term of office expired . 

Secretary to Deputy Fire Commissioner 

Assistant Superintendent of Buildings , 

Cashier 

Cleaner 

Laborer 

Fireman third grade , 

Firemen fourth grade 

Stenographer and Typewriter 

Retirements. 

Chief of Battalion 

Foremen 

Assistant Foreman 

Engineer of Steamer 

Firemen first grade 

Dismissals. 

Cashier 

Stenographer, temporary 

Automobile Engineman 

Engineer of Steamer 

Firemen first grade 

Probationary Fireman 

Deceased. 

Chief Clerk 、 

Batteryman 

Foreman 

Assistant Foreman 

Engineers of Steamers 

Firemen first grade 

Firemen third grade 

Firemen fourth grade 
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BOROUGHS OF BROOKLYN AND QUEENS. 
OFFICE OF DEPUTY CHIEF OF DEPARTMENT IN CHARGE. 

Brooklyn, January ii, 1905. 

Hon. NICHOLAS J. HAYES, Fire Commissioner: 

Sir ~ I have the honor to submit for your information and consideration the fol- 
lowing annual report for the year ending December 31, 1904, embracing schedules 
showing the membership of the uniformed force, number of companies, description of 
apparatus and fire-boats, statistics of fires, fire alarm telegraph system, a brief sketch 
of notable fires, rescues performed and presentation of medals ； also register of officers 
in these boroughs. 

I again respectfully call your attention to the fact that the Department in the 
boroughs of Brooklyn and Queens is not increasing proportionately with the growth 
of those boroughs. The vast increase in the number of buildings (6,000 in the borough 
of Brooklyn and 226 in Long Island City, in the borough of Queens) during 1904, 
demands additional protection. The number of fires has increased ioj4 per cent, over 
the preceding year. Since 1898, up to the present time, a period of six years, but three 
engines and three hook and ladder companies have been organized, an average of one 
a year. The buildings in course of construction for Engine Company 131 and Hook 
and Ladder Company 70 (a new company) will be ready for occupancy March i, 1905. 

On February 11, 1904, I recommended localities in which sites should be purchased 
and suitable buildings erected for six engine companies, three hook and ladder com- 
panies and three combination companies, equipped with engine and hook and ladder 
trucks. All of the afore-mentioned were absolutely essential at that time, and, if so, 
how much more so to-day. Notwithstanding the fact that during the past year ex- 
tensive alterations and repairs were made to a number of company quarters, there are 
still thirty-one of the same in dire need of additional accommodations and renovation ； 
and though all this will necessitate a large expenditure of money, nevertheless it is 
absolutely necessary, to make these houses sanitary and fit for habitation. In their 
present state they are anything but that. Moreover, these conditions are wont to endanger 
the health of both officers and men, and to engender laxity as regards the very im- 
portant matter of discipline. 

An additional modem fire-boat should be acquired to protect the large shipping 
interests along the water-front, and to be located at or about the foot of Main street, 
to replace one now being loaned to this borough by Manhattan. The present fire-boats, 
" David A. Boody " and " Seth Low," which have been in service for ten and fifteen 
years, respectively, need overhauling frequently, necessitating their being placed out 
of commission, thus imperiling the interests referred to above. Since my last report, 
the fire-boat service has been improved by the interchange of assignment between the 
boroughs. 

During the past year much has been done to supply the deficiency which existed 
as respects the number of fire-hydrants (710 having been placed in the borough of 
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Brooklyn and 69 in Long Island City, borough of Queens) and diminished head of 
water, affording much needed facilities for the extinguishment of fires. 

As to the fire alarm teregraph branch of the service in these boroughs, I can only 
reiterate the recommendations made in my annual report for the year 1903, as follows : 

First 一 By placing in subways all wires now on poles, thus elminating the troubles 
resulting from wires exposed to the elements. ' 

Second ~~ The establishment of a sub-station in the vicinity of Coney Island avenue 
and Avenue K, with a view of controlling Class 2 boxes, will, in my judgment, result 
in material and lasting advantage to the Department, because a centrally located station 
will eliminate a very considerable mileage of wire, with its troubles and cost of main- 
tenance, and insure a direct and rapid service not now attainable. 

Third 一 1 am convinced of the desirability of the addition of at least 65 boxes, 
Class 2, to be located at important points in the territory now included within the 
Thirty-first, Thirty-second and Thirty-third Battalion districts in the borough of 
Brooklyn, and 25 boxes, Class 4， in the territory now included within the Thirty-fifth 
and Thirty-sixth Battalion districts, borough of Queens. The addition of boxes, as 
above outlined, would afford the residents of these districts much needed facilities for 
communication in the event of fire, whereas, they now rely, to a large extent, upon 
the telephone, with its attending delays, particularly after hours, during which, stores 
are not open for business. When such boxes shall have been placed (this applies to 
all future box additions), I would respectfully recommend that the adjacent lamp-post 
be fitted with red glass, calling attention to the nearby presence of the fire-alarm box. 

Fourth 一 The method in vogue, up to the present, of locating fire-boxes in these 
boroughs is, in my opinion, particularly objectionable; and it is to be hoped that the 
time is not far distant when a system will be introduced whereby the members of the 
Department may know the approximate location of a box when the signal is received 
in an engine house, even though the alarm be, in a measure, defective. To illustrate 
the present lack of system, I need but call attention to the location of box 521, at Water 
and Fulton streets ； while box 522 is located at Bush wick and Flushing avenues. Again, 
box 774 is found at Manhattan avenue and Scholes street, while box 775 is at Third ave- 
nue and Degraw street. These are but two of numerous cases, and it will be readily 
understood that the slighcst error on the part of the Operator in transmitting the alarm 
will result in delays that can mean but one thing in case of fire, i. e., the destruction 
of property. That the boxes should be placed in numerical order seems to be quite 
beyond dispute. For. illustration : Assuming box 12 at Fifty-ninth street and New York 
Bay, from which point the series will be continued through Fifty-ninth street and 
Fifty-seventh or Fifty-sixth streets to Seventh avenue, thence returning to the bay, to 
begin the new scries. 

Respectfully, 

• THOS. LALLY, 

Deputy Chief of Department in Charge, 
Boroughs of Brooklyn and Queens. 
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a Spare engine. 

5 Large 4-wheel wagon for fireboat "Seth Low." 

e Large 4-wheel wagon for fireboat "David A. Boody. 

d Rubber tires. 

# Fireboat "Seth Low." 

i Searchlight engine. 

k Chemical engine. 



Company, Organization, Kind and Number of Apparatus and Number of Alarms 
Responded to, Number of Fires at Which Duty Was Performed, and Number 
of Officers and Men. 



Company Number. 
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Company Number. 



Engine 


Company 


125 


Engine 


Company 


Z26 


Engine 


Company- 


127 


Engine 


Company 


128 


Engine 


Company 


129 


Engine 


Company 


130 


Engine 


Company 


131. 


Engine 


Company 


13a 


Engine 


Company 


Z33 


Engine 


Company 


134 


Engine 


Company 


135 


Engine 


Company 


136 


Engino 


Company 


137 


Engine 


Company 
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Engine 


Company 


139 


Engine 


Company 


140 


Engine 


Company 


141 


Engine 


Company 


142 


Engine 


Company 
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Engine 


Company 


144 


Engine 


Company 


145 


Engine 


Company 


146 


Engine 


Company 


147. 


Engine 


Company 


148 


Engine 


Company 


149 


Engine 


Company 


ISO 


Engine 


Company 


151. 


Engine 


Company 


"a 


Engine 


Company 


153 


Engine 


Company 


154 



a Spare engine. 
d Rubber tires. 

/ Fircboat "David A. Boody. 
k Chemical engine. 
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Engine Company 155, 
Engine Company 156. 
Engine Company 157. 
Engine Company 158. 
Engine Company 159, 
Engine Company 160. 
Engine Company 161 . 
Engine Company 162. 
Engine Company 163. 



Hook 


and 


Ladder 


Company 


5» 


Hook 


and 


Ladder 


Company 


52 


Hook 


and 


Ladder 


Company 


53 


Hook 


and 


Ladder 


Company 


54 


Hook 


and 


Ladder 


Company 


55- 


Hook 


and 


Ladder 


Company 


56 


Hook 


and 


Ladder 


Company 


57 


Hook 


and 


Ladder 


Company 


58. 


Hook 


and 


Ladder 


Company 


59 


Hook 


and 


Ladder 


Company 


60 


Hook 


and 


Ladder 


Company 


61 


Hook 


and 


Ladder 


Company 


62 


Hook 


and 


Ladder 


Company 


63 


Hook 


and 


Ladder 


CompAny 


64. 


Hook 


and 


Ladder 


Company 


65 


Hook 


and 


Ladder 


Company 


66 


Hook 


and 


Ladder 


Company 


67. 


Hook 


and 


Ladder 


Company 


68 


Hook 


and 


Ladder 


Company 


69 






Total 







a 



a 



a 



d 



d 



d 



d 



di 



h 



Does not include chief officers, 
a Spare engine, 
d R ubber tires. 
g Spare hose wagon. 
h Spare book and ladder truck. 
< Water tower. 
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66 17 14 



28 


8 


16 


141 


34 
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17 
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29 
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1 1 
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16 


16 


30 


15 
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34 


10 
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96 
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16 


226 


106 


18 


122 


76 


16 


183 


88 


16 


335 


250 


17 


150 


90 


17 


297 


107 




180 


103 


" 


118 


76 


16 


27 


13 


16 


84 


46 


16 


60 


42 


14 


65 


21 


14 


38 


24 


15 


251 


83 


20 


103 


36 


16 



•1.348 
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DESCRIPTION OF FIREBOATS. 

"Seth Low" (Engine 123). 

Length over all, 99 feet 3 inches; beam, 23 feet 9 inches; tonnage, gross, 82.72; 
net, 41; twin screws ； engines, two, high or low pressure; horse-power (nominal), 265 
each; cylinder, 16 by iS-inch stroke; steam, 100 pounds ； built in Brooklyn in 1885； 
hull, wood; draught, 9 feet; length of boiler, 14 feet, Scotch; diameter, 9 feet 3 inches; 
pumps, 4.8 by 10 inches, Clapp & Jones; cylinders, 4, 10 stroke, 16 steam; capacity, 
3,500. 

* "David A. Boody" (Engine 132). 

Length over all, 106 feet; draught, 8 feet 6 inches; tonnage, gross, 93.57； net, 
46.79 tons; horse-power, 240; style of engines, compound condensing engines; cylin- 
ders, 14 and 26; stroke, 18 inches; boiler, Scotch, with 3 furnaces ； steam carried, 130 
pounds ； screw, single; pumps, double, 10 inches; steam cylinder, 17 inches ； stroke, 
II inches; capacity, 6,500 gallons ； make, American Fire Engine Works ； built in 18^; 
beam, 23 feet 6 inches; length of boiler, 14 feet; diameter of boiler, 10 feet 3 inchea; 
built at Nohank, Conn. 

Fire Alarm Telegraph. 
Alarms and Calls ~~ 4,226 alarms and calls were received and transmitted as follows: 



First alarms 2,227 

Second alarms 94 

Third alarms 40 

Fourth alarms 13 

« 2,374 

Still alarms 468 

Verbal alarms 1,008 

1.476 

Special calls for companies 118 

Special calls for insurance patrol 5 

Ambulance calls 253 

376 

From street boxes i,935 

From special building boxes 29 

From pneumatic Signal Comi>any 39 

From Police Department 15 

From telephone 356 

2 2，374 

Still alarms 468 

Verbal alarms 1,008 

Special calls for companies 118 

Special calls for insurance patrol 5 

Ambulance calls 253 



376 



4,226 
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Messages ― 

Received 124,678 

Transmitted 135.762 

260,440 

Wire Mileage There are 1,000.05 miles of electrical conductors now in operation. 

Lines *~ 39.827 miles of insulated copper wire used for repairs; 4.014 miles used 
for extension, and 19.825 miles removed. 

Cable 一 375 feet of lo-conductor marine cable, 88 feet of 15-conductor lead-cov- 
ered cable, and 712 feet of 15-conductor cable used. 

Poles 一 There are 3,433 poles, the property of and in use by this Department, 
including 1,336 poles, the joint property of the Fire Department and the New York 
and New Jersey Telephone Company. Poles renewed, 29; added, 41; reset, 42; 
removed, 49. 

Fire Alarm Boxes 32 fire alarm boxes were added to the service during the year 



as fallows: 

Class I 10 

Class 2 6 

Class 3 16 



32 

There are 1,382 fire alarm boxes now in service on 33 circuits as follows: 

Class I 835 

Class 2 271 

Class 3 229 

Class 4 47 



Number and Character of Alarms and Manner of Receipt. 

f Manner of Receipt. ^ 

From Depart- Special Depart- 
Alarms. ment Street mcnt Tele- Verbally. Automatic Total. 

Alarm Boxes. graph Signals. Telegraph. 



Fires 1,937 28 1,633 II 3,599 

Indication of fire 136 i 76 3 ai6 

Unnecessary 71 a 9 50 13a 

Total 2,144 31 1,708 64 3,947 



Alarms were communicated by attaches of this Department 644 

Alarms were communicated by attaches of Police Department 271 

Alarms were communicated by district key-hoMers 1,008 

Alarms were communicated by citizens "-" keyless boxes 599 

Alarms were communicated by all other means 1^5 

Total 3.947 
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Statistics 





January. 


February. 


March. 


April. 


May. 


In Buildings 














335 


309 


X98 


ai8 






34 


*7 


»4 




11 




II 


8 


II 


















In places other than buildings and vessels 




8 


16 


49 


44 




400 




354 


«5i 


398 






296 


266 


X7S 


ai7 


W 




61 


57 


41 


60 


36 


Extinguished with two or three engine streams 


35 


*3 


23 




ai 


Extinguished with more than three engine 














8 


8 


12 


， 






400 


354 


251 


298 




Extent of Damage to Buildings and Vessels 一 












Built mainly of brick, stone or iron: 














122 


123 


68 


62 


56 




II 


12 


10 


3 
















Built mainly of wood: 
















"7 


84 




7a 




20 


9 


10 


6 


13 




7 




3 


7 




In vessels and places other than buildings or 














20 


10 


18 


54 


47 




308 


281 


193 


204 


194 
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Notable Fires, Year 1904. 

January 15. Fire at Nos. 1290 to 1322 DeKalb avenue, three-story and two-story 
brick buildings, 200 by 200 feet, and 75 by 200 feet, occupied as car depot and repair 
shop. Fire originated on third floor and extended throughout building. Building and 
contents destroyed. ' Extended to No. 226 Central avenue, four-story frame building, 
25 by 100 feet, occupied as liquor store. Damage to building and contents slight. Also 
extended to No. 228 Central avenue, four-story frame building, 25 by 65 feet, occupied 
as store and dwelling. Damage to building and contents, slight. Chief officers present 
were Acting Chief of Department Kruger, Deputy Chief of Department Acting in charge 
Boroughs otf Brooklyn and Queens^ Lally, Deputy Chief of Department Gooderson, 
Chiefs of Battalion Dobson, Cunningham, O'Hara and McGroarty. The services of 
14 engines and 3 hook and ladder trucks were required, and the duration of the fire 
was about two hours. The first alarm< was received at & 31 a. m. At & 34, & 35 and 
8.59 a. m., respectively, the second, third and fourth alarms were sent out. Estimated 
loss, $170,000. 

January 22. Fire at Nos. 123 to 127 Plymouth street, six-story brick building, 200 
by 200 feet, occupied as machine factory. Fire originated on sixth floor, and extended 
to a slight portion of fifth floor, and down a small dumbwaiter shaft to the first floor. 
Sixth floor of building and contents thereof considerably damaged. Chief officers 
present were Acting Chief of Department Kruger, Deputy Chief of Department in 
charge Boroughs of Brooklyn and Queens Lally, Deputy Chief of Department Duffy, 
Chiefs of ^Battalion Dooley, Cummings and Matschke, Acting Chiefs of Battalion 
Rike】, Friel and Fitzgerald. The services of 16 engine, 4 hook and ladder trucks, 3 
fireboats, i searchlight engine and i water tower were required, and the fire was under 
control in about one hour and a half. Assistant Foreman George Gibson of Hook and 
Ladder Company 68, while descending from roof on extension ladder, was overcome 
by heat or flame coming from windows, and fell from ladder, and was impaled on a 
stanchion of the truck, being instantly killed. The first alarm was received at 3.59 
p. m. At 4.06, 4.15 and 4.32 p. ni.， the second, third and fourth alarms, respectively, 
were sent out, and at 4.42 p. m. a special call for four additional engines was sent out 
Estimated damage, $120,000. 

January 31. Fire at Nos. 2 to 50 Noble street, two-story brick building, 625 by 
200 feet, occupied as storehouse for hemp and jute. Fire' originated on first floor, and 
was confined to same. Damage to building, trifling ； to contents, considerable. Chief 
officers present were Deputy Chief of Department in charge Boroughs of Brooklyn and 
Queens Lally, Acting Deputy Chief of Department McCarthy, Chiefs of Battalion 
Rogers and Cunningham, and Acting Chiefs of Battalfon Cleary and Nagle. The 
services of 9 engines, 3 hook and ladder trucks and i fireboat were required, and the 
fire was under control in about one hour. The following members of Engine Company 
138 were overcome by fumes from burning hemp, and later died : Fireman first grade 
Christopher Dressel, Fireman fourth grade Peter J. Gaffney and Fireman fourth grade 
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Arthur J. Renk. Sixteen members of Department were overcome by the fumes but later 
recovered. The first alarm was received at 8.36 p. m., and at 8.45 p. m. a third alarm 
was sent out. Estimated damage, $7,000. 

February 6. Fire on Second avenue, East side, Forty-fifth to Forty-sixth streets, 
four-story brick building, 80 by 200 feet, occupied as shoe and underwear factory. The 
fire originated on the second floor and extended to third and fourth floors. Building 
and contents considerably damaged. Chief officers present were Acting Chief oi 
Department Kruger, Deputy Chief of Department in charge Boroughs of Brooklyn and 
Queens Lally, Deputy Chief of Department Murray, and Chiefs of Battalion Maher, 
Cummings, Dooley, Kellock and Travers. The services of 12 engines and 3 hook and 
ladder trucks were required, and the fire was under control in about one hour and a half. 
The first alarm was received at 9.44 p. m., and the third and fourth alarms were sent 
out at 9.48 and 10.08 p. m., respectively. Special calls were sent out at 10.19, 10.25 and 
10.32 p. m.' respectively, for i water tower, 3 engines and i fireboat. Estimated loss, 
$110,000. 

February 9. Fire at Nos. 118 to 126 Wavcrly avenue, two and four-story brick 
building, 125 by 100 feet, occupied as chair factory. Fire originated on second floor, and 
extended throughout building. Building and contents totally destroyed. Chief officers 
present were Deputy Chief of Department Acting in charge Boroughs of Brooklyn and 
Queens Duffy, Acting Deputy Chief of Department Cunningham, Chiefs of Battalion 
Dooley and Rogers, and Acting Chiefs of Battalion O'Connor and Fitzgerald. The 
services of 19 engines, 5 hook and ladder trucks, i water tower and i searchlight engine 
were required, and the fire was under control in about one hour and a half. Four 
employees in factory were burned to death, and their bodies were found in the ruins, 
and I employee later died in the hospital from injuries received from jumping and from 
burns. Ten employees were picked up in yard, suffering from burns and from injuries 
received from jumping or falling from windows and fire escapes. All of the injured 
persons were injured before the arrival of the Department, and were found lying in 
the yard. From all appearances the fire was burning some time before the alarm was 
tent to this Department, and was under great headway when the apparatus arrived. 
The water supply was inadequate during the first stages of the fire, and the intensely 
cold weather had frozen some of the hydrants. The first alarm was received at 1.57 
p. m. At 2.03, 2.07 and 3.12 p. m., respectively, the second, third and fourth alarms 
were sent out, and special calls were sent out as follows : 2^1 p. m. for 3 engines, at 
a^S P. for 3 engines and 2.33 p. m. for 5 engines and i hook and ladder truck. 
Estimated loss, $105,000. 

February ipi Fire at No. 283 Plymouth street, two-story brick and frame build- 
ing, 26 by 73 feet, occupied as laboratory and office of paint factory. Fire originated 
on first floor and extended throughout the building. Building and contents consider- 
ably damaged. Extended to two-story brick building, 50 by 192 feet, Nos. 285 and 
aQ7 Plymouth street, occupied as a shipping department. Building and contents con- 



212 



siderably damaged. Extended to No. 289 Plymouth street, five-story brick building, 
25 by 192 feet, occupied for storage of dry colors and paint grindings. Building 
and contents considerably damaged. Extended to Nos. 277 to 281 Plymouth street, 
two-story brick and frame building, 75 by 192 feet, occupied as sheds and storehouse 
for paints. Building and contents considerably damaged. Extended to Nos. 148 
and 150 John street, four-story brick building, 60 by 72 feet, occupied as storehouse 
for wet and dry paints. Damage to building and contents slight. Chief officers pres- 
ent were Chief of Department Croker, Deputy Chief of Department Acting in chaise 
Boroughs of Brooklyn and Queens Duffy, Acting Deputy Chief lof Department 
Cunningham, Chiefs of Battalion Dooley and Rogers, and Acting Chiefs of Battalion 
Fitzgerald and Friel. The services of 17 engines, 4 hook and ladder trucks, 2 fire- 
boats, I water tower and i searchlight engine were required, and the fire was under 
control in about three hours and a half. The water supply was very poor. The 
first alarm was received at 8.05 p. m. At 8.13, 8.18 and 8,27 p. m., respectively, the 
second, third and fourth alarms were sent out. At 9.12 p. m. a special call for 3 
engines was sent out. Estimated loss, $250,000. 

February 21. Fire at Nos. 454 to 474 Eighteenth street, three-story brick build- 
ing, 100 by 200 feet, occupied as medicine factory. Fire originated on second floor 
and extended to all floors, destroying building and contents. Extended to No. 452 
Eighteenth street, two-story brick building, 30 by 100 feet, occupied as shipping room. 
Building and contents slightly damaged. Extended to Nos. 1801 to 1901 Eighth ave- 
nue, four-story brick building, 250 by 150 feet, occupied as Maltine factory. Damage 
to building, trifling ； to contents, none. Chief officers present were Chief of Depart- 
ment Croker, Deputy Chief of Department in charge of Boroughs of Brooklyn and 
Queens Lally, Deputy Chief of Department Murray, Chiefs of Battalion Root, Dooley, 
Cummings, Kcllock, and Acting Chief of Battalion Langan. The services of 13 
engines and 3 hook and ladder trucks were required, and the fire was under control 
in about two hours and a half. Water supply was totally inadequate. First alarm 
was received from pneumatic station at 5.53 p. m., and first alarm from street box at 
5.55 p. m. At 5.57, 6.06 and 6.14 p. m.， respectively, the second, third and fourth alarms 
were sent out, and at 6.53 p. m. a special call for 3 engines was sent out. Estimated 
loss, $120,000. 

March 5. Fire at No. 127 Payntar avenue. Long Island City, three-story and 
attic brick building, 25 by 60 feet, occupied as church rectory. Fire originated on first 
floor and extended to second and third floors and attic. Building and contents con- 
siderably damaged. Extended to one-story and basement brick building, 70 by 130 
fee 松 located At northwest corner of Payntar avenue and Academy) #treet, occupied 
as a church. Building and contents slightly damaged. Chief officers present were 
Deputy Chief of Department in charge Boroughs of Brooklyn and Queens Lally, 
Deputy Chief of Department Bums, Chiefs of Battalion Graham and Clark, and 
Acting Chief of Battalion Rieckenberg. The services of 5 engines and 3 hook and 
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ladder trucks were required. One person was rescued from the second floor of rec- 
tory. Three persons were burned to death, and one person was injured by jumping 
from third story window while ladder was being taken from truck. One member 
of Department was injured by falling* from ladder to street after having entered building 
in endeavor to discover any persons imprisoned in same, and being partially overcome 
by smoke and heat which immediately forced him out of window. Upon investigation, 
it appears that the fire had been burning a considerable length of time before the 
alarm was received by this Department. The first alarm was received at 1.38 a. m. 
At 1.48 a. m. the third alarm \^as sent out. The fire was under control in about forty- 
five minutes. Estimated damage, $12,000. 

April 4. Fire at Nos. 76 to 80 Irving street, three-story brick building, 80 by 110 
feet, occupied as cocoanut oil factory. Fire originated on first floor and extended to all 
floors, considerably damaging building and contents. Chief officers present were 
Deputy Chief of Department acting in charge boroughs of Brooklyn and Queens Duffy, 
Acting Deputy Chief of Department Cunningham, Chiefs of Battalion Cummings, 
Dooley and Matschkc and Acting Chief of Battalion Friel. The services of 15 engines, 
2 fire-boats, 4 hook and ladder companies and i searchlight engine were required. 
Duration of fire was about two hours. The first alarm was received at 4.38 p. m. At 
4^42 and 4.56 p. m., respectively, the third and fourth alarms were sent out. Estimated 
damage, $75,000. 

April 13. Fire at Nos. 280 to 292 Gold street, three-story brick building, 150 by 60 
feet, occupied as color wcrks. Fire originated on third floor and was confined to same, 
damaging building and contents considerably. Chief officers present were Deputy 
Chief of Department in charge borough^ of Brooklyn and Queens Lally, Deputy Chief 
of Department Duffy. Chiefs of Battalion Matschke, Cunningham and Cummings and 
Acting Chief of Battalion O'Connor. The services of 11 engines and 4 hook and ladder 
trucks were required, and the fire was under control in about one and a half hours. 
The first alarm was received at 12.35 a. m. The third alarm was sent out at 12.58 a. m. 
Estimated damage, $i6,ooo. 

April 13. rire at Nos. 76 to 94 Ninth street, four-story brick building, 125 by 50 
feet, occupied as paint and whiting works. Fire originated on second floor and ex- 
tended to third and fourth floors, damaging building and contents considerably. Chief 
officers present were Deputy Chief of Department in charge boroughs of Brooklyn 
and Queens Lally, Deputy Chief of Department Murray, Chiefs of Battalion Dooley, 
Matschke and Root and Acting Chief of Battalion Rikel. The services of 12 engines 
and 3 hook and ladder trucks were required, and the fire was under control in about one 
and a half hours. The first alarm was received at 6.16 p. m. At 6.20, 6.21 and 6.25 p. m., 
respectively, the second, third and fourth alarms were sent out. Estimated damage, 
$7,000. 

July 5. Fire at Church avenue and Thirty-seventh street, one- story brick build- 
ing, 150 by 300 feet, located on north side of Church avenue, between Thirteenth ave- 
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nue. Thirty-sixth and Thirty-seventh streets, occupied as factory by Vehicle Equipment 
Company. Building and contents totally destroyed. Extended to three-story brick 
building, 50 by 75 feet, adjoining on Church avenue, occupied by same company. 
Damage to building and contents, slight. Also extended to two-story frame building, 
50 by 50 feet, occupied as a barn. Damage to building and contents, trifling. Chief 
officers present were Deputy Chief of Department acting in charge boroughs of 
Brooklyn and Queens Duffy, Deputy Chief of Department Murray and Chiefs of Bat- 
talion Kellock and Root The services of 6 engines and 3 hook and ladder trucks were 
required, and nre was under control in about one-Jmlf hour. The first alarm was 
received at 3.34 a. m., and at 3.40 a. m. the third alarm was sent out. Estimated 
damage, $185,000. 

July 6. Fire at Nos. 205 to 211 North Eleventh street, two-story frame building, 
100 by 100 feet, occupied as a cooperage. Fire originated on Second floor and was 
confined to same. Damage to building and contents, considerable. Chief officers pres- 
ent were Deputy Chief of Department acting in charge boroughs of Brooklyn and Queens 
Duffy, Deputy Chief of Department Burns, Chiefs of 'Battalion Graham and Nevins 
and Acting Chiefs of Battalion Rieckenberg, McKeon and Friel. The services of 8 
engines and 3 hook and ladder trucks were required, and the fire was under control 
in about one hour. The first alarm was received af 12.37 a. m.， and at 12.41 and 12.50 
a. m.， respectively, the second and third alarms were sent out. Estimated damage, 
$6,500. 

July 20. Fire at Nos. 62 to 76 Rut ledge street, three-story brick building, 200 by 
100 feet, occupied as a foundry. The fire originated on the second floor and extended 
to the third floor. Damage to building and contents considerable. Chief officers pres- 
ent were Deputy Chief of Department in charge boroughs of Brooklyn and Queens 
Lally, Acting Deputy Chief of Department McCarthy, Chiefs of Battalion Graham 
and Matschke and Acting Chiefs of Battalion Fitzgerald and McGuire. The services 
of S engines and 4 hook and ladder trucks were required. The first alarm was received 
at 10.4$ p. m. At 10.51 and 10.58 p. m.， respectively, the second and third alarms were 
sent out. Fire under control in about one-half hour. Estimated damage, $6,500. 

August I. Fire at No. 23 Fourth street, Long Island City, three-story brick 
building, 30 by 75 feet, occupied as varnish works. Fire originated on second floor and 
extended to all floors. Damage to building, considerable ； to contents, total. Extended 
to two-story brick building, 100 by 25 feet, Nos. 15 to 21 Fourth street, occupied as 
varnish works, damaging building and contents considerably. Also extended to Nos. 
9 to 13 Fourth street, two -story brick building, 200 by 75 feet, occupied as varnish 
works, damaging building slightly. Also extended to Nos. 3 to 7 Fourth street, three- 
story brick building, 75 by 100 feet, occupied as stables, damaging building and con- 
tents slightly. Also extended to Nos. 25 to 39 Fourth street, two-story brick building, 
200 by 30 feet, occupied as varnish works, damaging building and contents slightly. 
Fire was caused by lightning striking a tank of varnish, setting fire to the same. Fire 
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extended throughout building and to the premises mentioned, on account of the tanks 
exploding, causing the burning varnish to flow down the stairs to first floor and cellar 
and out of the doorways to the street. Chief officers present were Deputy Chief of 
Department in charge boroughs of Brooklyn and Queens Lally, Deputy Chief of De- 
partment Burns, Chiefs of Battalion W. C. Rogers and Clark and Acting Chief of 
Battalion Braisted. The services of 12 engines, 3 hook and ladder trucks, 2 fire-boats 
and I searchlight engine were required, and the fire was under control in about two 
hours. The first alarm was received at 2.26 p. m. At 2.34 and 2.43 p. m., respectively, 
the second and third alarms were sent out, and at 3.45 p. m. a special call for five 
additional engines and i additional fire-boat was sent out. Estimated damage, $60,000. 

August 24. Fire at No. 55 Seigcl street, four-story frame building, 25 by 55 feet, 
occupied as tenement Fire originated in cellar and extended to all floors, damaging 
building and contents considerably. Extended to No. 57 Seigel street, four-story 
frame building, 25 by 55 feet, occupied as tenement, damaging building and contents 
considerably. Also extended to No. 59 Seigel street, four-story frame building, 25 
by 55 feet, occupied as tenement, damaging building considerably. Also extended 
to No. 61 Seigel street, four-story frame building, 25 by 55 feet, occupied as tenement, 
damaging building considerably. Also extended to No. 53 Seigel street, three-story 
frame building, 25 by 50 feet, occupied as tenement, damaging building and contents 
slightly. Fire extended through the dumbwaiter and light shafts to the cockloft and 
through cockloft to adjoining buildings, there being no partitions in cocklofts. Two 
persons were injured by jumping from building, or by falling downstairs. About forty 
persons were assisted from building by members of this Department. Chief officers 
present were Deputy Chief of Department acting in charge boroughs of Brooklyn 
and Queens Duffy, Deputy Chief of Department Bums, Acting Deputy Chief of 
Department Cunningham, Chiefs of Battalion Dobson and Graham, Acting Chiefs of 
Battalion Friel and Rieckenberg. The services of 12 engines and 3 hook and ladder 
trucks were required, and the fire was under control in about hours. The first 
alarm was received at 5.49 a. m. At 5.57 and 6.13 a. m., respectively, the third and 
fourth alarms were sent out, and at 6.45 a. tn., a special call for two additional engines 
was sent out. Estimated damage, $i8,ocx). 

August 27. Fire at No. 140 Graham avenue, four-story brick and frame building, 
25 by 65 feet, occupied as furniture store and dwellings. Fire originated on first 
floor and extended to all floors, damaging building and contents considerably. 
Extended to No. 142 Graham avenue, four-story brick and frame building, occupied 
as grocery store and dwellings, damaging building and contents slightly. Fire ex- 
tended by reason of delay in sending in alarm and spread through the open cock- 
lofts. Chief officers present were Deputy Chief of Department acting in charge bor- 
oughs of Brooklyn and Queens Duffy, Deputy Chief of Department Burns, Cbief of 
Battalion Graham, Acting Chiefs of Battalion Woods, Fricl and Braisted. The ser- 
vices of 9 engines and 3 hook and ladder trucks were required, and the fire was under 
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control in about 45 minutes. The first alarm was received at 2.50 a. m., and the second 
and third alarms were sent out at 2.55 and 2.57 a. m.， respectively. Estimated damage, 
$12,000. 

October 6. Fire at foot of Twenty-fifth street and New York Bay. Fire origi- 
nated in one-story frame building, 100 by 350 feet, occupied as engine room and coal 
pockets, and extended throughout building. Damage to building, total ； to contents, 
considerable. Extended to the following buildings and vessels: Two-story frame 
building, 40 by 60 feet, occupied as stable, damage to building and contents, consider- 
able; one-story frame building, 40 by 60 feet, occupied for storage of lumber, total 
loss on building* and considerable damage to contents, including lumber stored on 
outside; one-story frame building, 40 by 60 feet, occupied as brick and lime store- 
house., building and contents destroyed; one-story frame building, 30 by 70 feet, occu- 
pied as cooperage, building and contents destroyed; one-story frame building, 20 by 
30 feet, damage to building' and contents slight; one-story frame and iron building, 
20 by 50 feet, occupied as sail loft, damage to building slight ； one-story frame build- 
ing, 50 by 100 feet, occupied as machine shop, damage to building and contents slight; 
spile driver, damage considerable ； schooner "H. Blackman," damage considerable ； 
barge "McDelgen," damage considerable; canal-boat, name unknown, damage consid- 
erable; fishing schooner "Maggie and Emma," steam yacht "Isabella" and barge 
"Panay," damage slight to all. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department acting in charge boroughs of Brooklyn and 
Queens Duffy, Deputy Chief of Department Murray, Chiefs of Battalion Dooley, 
Cummings and Root and Acting Chief of Battalion Fitzgerald. The services of 12 
engines, 3 hook and ladder trucks and i fire-boat were required. The fire was under 
control in about 2^ hours. The first alarm was received at 7.37 p. m. At 7.43, 7.48 
and 8.09 p. m., respectively, the second, third and fourth alarms were sent out, and 
at 7.47 p. m. a special call for one fire-boat was sent out. Estimated damage, $35,000. 

October 17. Fire at No. 15 Moore street, five -story brick building, 25 by 90 feet, 
occupied as tenement. Fire originated in cellar and extended to roof, through dumb- 
waiter well. Four persons were discovered on fourth floor who had died from suf- 
focation. Two persons were rescued from fifth floor by members of this Department 
but later died in St. Catherine's Hospital. Nine other persons who had been over- 
come by smoke and were slightly injured, were removed to St. Catherine's Hospital 
and later recovered. Members of this Department also assisted about forty or fifty 
people from the building to the street by way of 12, 15, 20, 25, 30, 35 and 85-foot 
ladders. Chief officers present were Deputy Chief of Department in charge boroughs 
of Brooklyn and Queens Lally, Acting Deputy Chief of Department Thomas, Chiefs 
of Battalion Graham, McCarthy and Dobson and Acting Chief of Battalion Friel. The 
services of 9 engines and 3 hook and ladder trucks were required, and the fire was 
under control in about one hour. The first alarm was received at 1.25 a. tn. At 1.30 
and 1.43 a .m.， respectively, the second and third alarms were sent out. Estimated 
damage, $5,000. 



217 



October 20. Fire at Nos. 137 to 141 North Tenth street, six-story brick building, 
75 by 100 feet, occupied as feather, down and silk factory. Fire originated on first 
floor and extended to second and third floors, damaging building slightly and contents 
considerably. Chief officers present were Deputy Chief of Department in charge 
Boroughs of Brooklyn and Queens Lally, Deputy Chiefs of Department Duffy and 
Burns, Chiefs of Battalion W. C. Rogers and Graham, and Acting Chiefs of Battalion 
Rieckenberg and Friel. The services of 9 engines and 3 hook and ladder trucks were 
required, and the fire was under control in about one hour. The first alarm was re- 
ceived at 344 p. m. At 3.50 and 3.56 p. m-, respectively, the second and third alarms 
were sent out. At 4.08 and 4.15 p. m.， respectively, special calls for 2 engines and i 
engine were sent out Estimated damage, $45,000. 

October 25. Fire at foot of Forty-fourth street and New York Bay, in one- 
story brick building, 75 by 100 feet, occupied as Storehouse No. 27. Fire spread 
throughout building, damaging building slightly and contents considerably. Chief 
officers present were Deputy Chief of Department in charge Boroughs of Brooklyn 
and Queens Lally, Deputy Chief of Department Murray, Chiefs of Battalion Root, 
Dooley and Kellock, and Acting Chief of Battalion Rikel. The services of 9 engines, 
3 hook and ladder trucks and i iireboat were required, and the fire was under control 
in about one and one-half hours. The first alarm was received at 8.29 a. m. At 
8.36 and & 58 a. m.， respectively, the second and third alarms were sent out. Esti- 
mated damage, $40,000. 

October 28. Fire at the foot of Forty-first and Forty-second streets. New York 
Bay. Fire originated on transportation lighter "Victor," loaded with 400 bales of 
hemp and jute; damage to lighter, considerable ； to contents, total. Extended to Pier 
7, frame construction with iron girders, 150 by 1,325 feet; pier and contents totally 
destroyed. Extended to several hundred bales of cotton and jute on bulkhead be- 
tween Forty-first and Forty-second streets ； damage considerable. Also extended to 
following ships and lighters lying in slip on south side of Pier 7 : Steamship "Citta 
di Palermo," damage to vessel and contents, considerable ； steamship "Secania," 
damage trifling ； steamship "Ansonia" and steamship "Americjin," damage to both 
trifling ； lighters "Harriett Johnson" and "Eureka," trifling damage ； lighters "Charles 
D.," "James F.，" "Frank T." and "Iowa," trifling damage to all; derrick lighter 
"Maxim," considerable damage ； steam lighter "Dana," trifling damage ； canalboat 
"Lucy Hughes," trifling damage ； lighter "Ben," slight damage ； canalboat "W. A. 
SouU," trifling damage. Also extended, by falling sparks and embers, to about 100 
bales of cotton on dock south of Forty-third street ； damage slight. Also extended 
to several freight cars located on Forty-second street, south of Pier 6; damage slight. 
Also extended to north side of Pier 6, frame, i$f> by 1,325 feet, located at foot of 
Forty-second street ； damage trifling. The fire spread very rapidly on account of a 
high wind which was blowing and which suddenly shifted around, causing the mem- 
bers of two companies to be driven from their lines by the intense heat, and making 
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it extremely difficult and dangerous to remove Engine 141 from her position on dock, 
which was finally accomplished. Patrolman Patrick Gushing, of the Forty-third 
Police Precinct, when he discovered the fire, ran down Pier 7 to awaken the persons 
on the vessels moored to the pier, but was cut off from escape by the flames and was 
burned to death. His body was recovered later in the ruins of the pier. One of the 
members of this Department was severely injured at this fire by falling through open 
hatch of steamship. Assistant Foreman John J. Cashman rescued a boy who had 
fallen overboard. Chief officers present were Chief of Department Crokcr, Deputy 
Chief of Department in charge Boroughs of BrocJklyn and Queens Lally, Deputy 
Chief of Department Murray, Chiefs of Battalion Root, Cummings, Doolcy and Kd- 
lock, and Acting Chief of Battalion Langan. The services of 12 engines, 3 hook and 
ladder trucks and 3 fireboats were required, and the fire was under control in about 
two and one-half hours. The first alarm was received at 12.11 a. m. At 12.18 and 
12.24, respectively, the third and fourth alarms were sent out. At 12.38 a. m. a special 
call for two additional fireboats was sent out. Estimated damage, $250,000. 

November 20. Fire at No. 186 Troutman street, three-story frame building, 
25 by 60 feet, occupied as store and tenement. Fire originated in cellar and extended 
to first, second and third floors, damaging building and contents considerably. Ex- 
tended to No. 184 Troutman street, three-story frame building, 25 by 60 feet, occupied 
as store and tenement. Damage to building and contents slight. Also extended to 
No. 188 Troutman street, three-story frame building, 25 by 60 feet, occupied as tene- 
ment; damage to building and contents slight. Also extended to No. 190 Troutman 
street, three-story frame building, 25 by 60 feet, occupied as tenement ； damage to 
building and contents slight. Fire extended to adjoining buildings by reason of the 
open cocklofts, the fire having extended from cellar of No. 186 up through hallway to 
roof before the arrival of Department, owing, in all probability, to delay in sending 
out the alarm. The bodies of twelve people who had been suffocated were found on 
the top floor of No. 186. Two persons who had been severely burned were removed 
to hospital. The above casualties occurred previous to the arrival of the Department, 
as Acting Chief Woods arrived at fire within three minutes after alarm was received, 
and all the occupants who were able to get out of building had already made their 
exit, and the persons who were suffocated were, in all probability, beyond human aid 
before his arrival. The chief officers present were Chief of Department Crokcr, 
Deputy Chief of Department acting in charge Boroughs of Brooklyn and Queens 
Duffy, Deputy Chief of Department Gooderson, Chiefs of Battalion O'Hara and 
Graham, and Acting Chiefs of Battalion Woods and Friel. The services of 9 engines 
and 3 hook and ladder trucks were required, and the fire was under control in about 
thirty minutes. The first alarm was received at 1.56 a. m., and at 2 a. m. the third 
alarm was sent out. Estimated damage, $9,000. 

November 26. Fire on steamship "Finance," at pier foot of Dwight street, Erie 
Basin Dry Dock, iron steamship, 293 by 38 feet, used as passenger and freight boat 
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Fire originated on main deck and extended to upper deck; damage to vessel consider- 
able, to contents trifling. Chief officers present were Chief of Department Croker, 
Deputy Chiefs of Department in charge boroughs of Brooklyn and Queens Lally, Chiefs 
of Battalion Cummings, Matschke and G. Rogers, and Acting Chief of Battalion O'Con- 
nor. The services of 6 engines, 3 hook and ladder trucks, i fireboat and i searchlight 
engine were required, and the fire was under control in about i hour. The first alarm 
was received at 5.53 p. m. At 6.06 and 6.35 p. m., respectively, the second and third 
alarms were sent out. Estimated damage, $45,000. 

November 26. Fire at Queens County Court-house, Jackson avenue, between 
Thompson and Anable avenues, Long Island City, three-story and basement brick 
building, 100 by 250 feet. Fire originated on third floor and extended to roof and the 
upper portion of the secnd floor. Damage to building and contents considerable. While 
working at fire, Fireman first grade Patrick Lennon was overcome by heat and flame 
and fell unconscious. He was removed to ground by Assistant Foreman Pratt, and 
taken to St. John's Hospital, where he later died from his injuries. Two other mem- 
bers of Department were slightly injured at this fire. Eight or ten tinsmiths who were 
working on dome of building at the time of fire were cut off from escape, and were 
rescued by way of extension ladder. Chief officers present were Chief of Department 
Croker, Deputy Chief of Department in charge boroughs of Brooklyn and Queens Lally, 
Acting Deputy Chief of Department McCarthy, Chief of Battalion Clark, Acting Chiefs 
of Battalion Nagle and Rieckenberg. The services of 9 engines and 3 hook and ladder 
companies were required,^ and the fire was under control in about one and one-half 
hours. The first alarm was received at 11.52 a. m. At 11.55, 11.59 a. m.， and 12.22 
p. m., respectively, the second, third and fourth alarms were sent out. Estimated 
damage, $60,000. 

ROLL OF MERIT, CLASS B. 

Rescues Attended With Personal Risk, in the Line of Duty. 

January 1， 1904. At 1.33 a. m.， Station 39， at fire at No. 153 Adams street. On 
the arrival of Engine Company 106, it was reported that a person was left on the 
third floor. Fireman second grade John W. Larkin of that company made his way to 
the third floor and there found an old man, 62 years of age, unconscious. He carried 
him down the stairs to the street. At the time, the fire had spread throughout the third 
and fourth floors of the building, and the person rescued was burned about the body 
to such an extent that his death resulted the following day. Fireman Larkin had his 
hand slightly burned and also his rubber coat. This rescue was attended with great 
personal risk. 

March 29, 1904. Station 126, at 9.18 a. m. Fire at No. 81 Columbia street. On the 
arrival of the companies at the fire the occupants were calling for help from the windows. 
The building was heavily charged with smoke, and exit by stairway had been cut off 
by the fire and intense heat. Acting Chief of Battalion Rikel ordered Fireman first 
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grade Patrick J. Tyrell, Fireman first grade John J. Quigley and Fireman third grade 
William F. Stanton, of Engine Company 103， to rescue the occupants. They made aa 
effort to enter the building by stairway, but were driven back by the smoke and heaL 
Then Firemen Tyrell and Quigley ascended to the third story window by scaling lad- 
ders. Fireman Tyrell entered the building and passed out five children to Fireman 
Quigley and they were then passed to other firemen who were on the ladder and car- 
ried safely to the street. Fireman William F. Stanton was notified that a blind womaa 
was still in the building. He attempted to reach the third floor by stairway, and found 
a woman, aged about 50 years, lying on the stairs between the second and third floors, and 
carried her down stairway to the street. The above rescues .were effected with con- 
siderable personal risk on the part of the firemen mentioned, and but for their prompt 
action the persons rescued would have been suffocated from the dense smoke. 

October 17, 1904. Station 475, at 1.25 a. m. Fire at No. 15 Moore street, five- 
story tenement, occupied by four families on each floor. On the arrival of the com- 
panies, the fire escapes and windows of building were crowded with men, women and 
children. The fire had extended from the cellar to the roof, through the dumbwaiter 
well, and was coming out of the windows on the fourth and fifth floors, and the build- 
ing was heavily charged with smoke and heat. Hook and Ladder Company 58, under 
the direction of Foreman John Clunie, on their arrival immediately raised ladders to 
the windows and fire escapes, and carried and assisted the occupants from their 
perilous positions to the street in safety with the utmost rapidity. Foreman John 
Clunie climbed from the top of a 30-foot ladder to the fourth and fifth floors by means 
of a scaling ladder, breaking the window with his fire hat to make an entrance, the glass 
cutting his hands and face, and found an unconscious woman on the floor. He carried 
her on his shoulders down the fire escape to the ladders and then to the street. The 
manner in which this rescue was effected was attended with great personal risk, and 
is highly commendable. 

ROLL OF MERIT, CLASS D. 

Rescues of Endangered Persons, in the Line of Duty. 

December 18, 1903. Station 294, at 7.10 p. m. Fire at No. 18 Hopkins street. Oo 
the arrival of Engine Company 130 it was reported that there were persons in the 
building. Fireman first grade John Malliband entered the hallway on the first floor, 
which was heavily charged with smoke, and found an old lady, eighty-one years of 
age, lying on the floor, overcome, and considerably burned about the lower part of the 
body. He carried her to the street in safety. The prompt action on the part of the 
above Fireman in all probability saved the life of the person rescued. 

January 9, 1904. Station 614, at 6.07 a. m. Fire at No. 397 Rockaway avenue 
On the arrival of Engine Company 131 it was impossible to make an entrance to the 
building, and the inmates had gone to the rear windows to avoid the heat and smoke, 
Foreman McKenna ordered Fireman first grade Samuel E. Harper, Fireman first grade 
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Lawrence Martin and Fireman third grade Edward H. Weiler and Fireman third 
grade John F. Dunn to the rear of building., to rescue the persons on the upper floors. 
Fireman Weiler was raised on the shoulders of the other Firemen and reached the 
roof of a two-story extension (as this was the only manner in which they could ascend, 
as this company was not equipped with scaling ladders), and he assisted the occupants, 
numbering twenty, by passing them down to Firemen Harper, Martin and Dunn. The 
roof of the extension was covered with ice at the time, which, together with the dense 
smoke from the fire, made the rescue very difficult, and a few minutes' delay on the 
part of the Firemen would have been disastrous to the occupants, as the fire was 
spreading very rapidly throughout the building. 

March 29, 1904. Station 128, at 9.18 p. m. Fire at No. 81 Columbia street. Fire- 
■aan first grade John Morrissey and Fireman third grade James P. Shannon, of En- 
gine Company 103, assisted other Firemen in the rescue of five children from the third 
floor by way of scaling ladder, and their acts are considered commendable, for the 
rescue of endangered persons. 

May 4, 1904. Station 353, at 6.14 a. m. Fire at No. 258A Thirteenth street. Fire- 
man fourth grade John A. Smith, of Engine Company 120, made an extraordinary 
effort to get to the top floor by stairway, to rescue persons on said floor. The fire 
had extended from the basement floor to the first floor stairway, and said Fireman 
threw a coat over his head and ran up the stairway through the flames and heat, and 
on arriving at the top floor found that the persons had been rescued by other Firemen 
from the rear windows. He was overcome from his efforts, and had to be rescued 
from the building by other Firemen, by being passed from the window to a window of 
the adjoining house, the same manner in which . the occupants had been formerly 
rescued. This act on the part of Fireman Smith is especially commendable, for his 
brave but unsuccessful efforts to rescue the occupants. 

September 28, 1904. Station 689, at 3.38 a. m. Fire at No. 53 Kent avenue. The 
fcuilding was found heavily charged with smoke, the fire having originated in the 
cellar, and the tenants in the top floor, in their rooms, were panic-stricken, and calling 
for help. Fireman fourth grade Thomas J. Maloney, Hook and Ladder Company 56, 
went to the top floor by stairway, with some difficulty, and found a woman and a 
child partly overcome in the bedroom. He assisted the woman down to the fire- 
escape and carried (he child to the roof by way of fire-escape, to Fireman fourth grade 
George Farrell, of the same company, who had gone to the roof through the adjoining 
tailding, and returned down the fire-escape, and. assisted by another Fireman, carried 
the woman to the roof on fire-escape. Fireman Farrell then went down fire-escape to 
third floor and found a woman and a small child. He passed the child to another 
Fireman and assisted the 、- vonian down the fire-escape. The prompt action on the 
part of said Firemen is worthy of honorable mention, for the rescuing of endangered 
persons. 
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October 17, 1904, Station 475, at 1.25 a. m. Fire at No. 15 Moore street. Fire 
extended from cellar to roof through dumbwaiter shaft, and also out of the fourth and 
fifth-story windows. The building is a five-story tenement, occupied by four families 00 
each floor. On the arrival of Hook and Ladder Company 58, exist by stairway had 
been cut off, and the occupants were on the fire-escapes and in windows, panic-stricken- 
All available ladders on the apparatus were immediately raised to the various windows 
and fire-escapes, and the members of Hook and Ladder Company 58， under the direction 
of Foreman Climie, started to rescue the endangered persons by ladder and fire-escape, 
a great number of whom were in a helpless condition, some being unconscious from 
the smoke. About fifty persons in all were rescued from the building. Some were 
removed to hospitals and others to neighboring tenements. Later the bodies of four 
persons who had been suffocated were found on the upper floors, and two of the 
number rescued died later in the hospital. The members taking part in the above 
rescues were as follows : :"o reman Clunic, Assistant Foreman George F. McGeary, 
Firemen first grade Henry Weigel, George A. Kellock, Frederick Hill and Michael 
Maloney, Firemen third grade Robert R. White and Firemen fourth grade Walter C 
Scott, Frank J. Moore, James P. Hayes and Alfred W. Collins. The excellent work 
performed by the above-named Firemen is deserving of great commendation, and were 
it not for their prompt action in effecting the rescues, many of those rescued would 
tmdoubtedly have been overcome by the heat and smoke, as the fire spread rapidly 
throughout the building. 

October 26, 1904. Station 527, at 12.30 a. m. Fire at No. 26 Melrose street, four- 
story frame tenement, occupied by eight families. On the arrival of the Department 
the fire, which had originated in the cellar, was extending up the cellar stairs to the 
hallway and the building was heavily charged with smoke. Acting Chief of Battalion • 
McGuire was informed that all had vacated the building except one woman on the 
second floor, and that two citizens had tried to rescue her, but had failed. He called 
Fireman second grade Richard R. Siegert of Engine Company 118, detailed as Driver 
to Chief of Twenty-seventh Battalion, to go to the second floor by stairway and rescue 
the woman. He found her in the middle bed-room, partially unconscious from the 
effects of the smoke. The Fireman placed a bed quilt over the woman's head and 
carried her down the stairs to the street. Fireman Siegert was partially overcome 
by the smoke and heat and it was some time before he recovered from their effects. 
At the time the members of Engine Company 118 were working in short relays on. the 
line in hallway and at the cellar stairs. Were it not for the timely rescue effected by 
Fireman Siegert the person rescued would undoubtedly have been suffocated from the 
smoke. 

November 6, 1904. Station 73, at 9 p. m. Fire at No. 325 Jay street, four-story 
frame building. Fire orig^inated in hall bed-room on second floor and spread rapidly 
through stairs leading to third floor, cutting off exit via stairs. On the arrival of 
Hook and Ladder Company 68 a woman was seen leaning far out of the third-story 
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window, in a frenzied ■ condition, crying for help. Foreman Travers immediately 
ordered scaling ladders raised. Fireman second grade Warren H. Schneider ascended 
the ladder and rescued the woman. The quick rescue saved the woman from injury, 
for the fact is that she was about to jump from the window when rescued. 

November 22， 1904. Station 647, at 1.30 a. m. Fire at No. 782 Fulton street, 
four-story brick building. On the arrival of Engine Company 110 the halls were filled 
with smoke to such an extent as to make it impossible for the tenants to make their 
exit in that manner. Fireman first grade Michael P. Lynch ascended to third floor by 
scaling ladder, entered the rooms and found a colored woman, and passed her to other 
Firemen on the scaling ladder, who assisted her to the street. He then assisted a 
colored man out of the same window and passed him to other Firemen on the ladder 
and he was assisted to the street. The room at the time the rescues were made was 
heavily charged . with smoke, and said Fireman remained there for a considerable 
length of time while the persons were being passed down the ladder until he was able 
to descend in the same manner. 



ROLL OF MERIT, CLASS D. 

Rescues of Endangered Persons, Outside the Line of Duty. 

January 27, 1904. At 1.08 p. m., Fireman first grade William R Dolan, Engine 
Company 102, detailed as Lineman to the Fire Alarm Telegraph Branch, while wait- 
ing for a train on the elevated station at Court square and Fulton street, had his 
attention attracted by a loud explosion and flashes on the street. He immediately 
descended the stairs to investigate, and found trolley wire dangling in the street at 
Adams and Willoughby streets, with a horse and truck in the midst of it, and endan- 
gering the lives of persons on that throughfare. He jumped on the truck, took his 
pliers and cut the wires half way and alighted from the truck, touching the wires on 
the rail and burned tHe other half through, and placed the wire so that it could do 
no further injury. This act on the part of the above named Fireman was attended 
with some personal risk, as he handled the live wire without properly insulated tools, 
and there is no doubt but that his quick action and good judgment saved probable 
injuries to persons on the street at the time, as there were a great number of people 
at this point at the time. 

October 9, 1904. At 10.15 a. m., Fireman first grade Vincent A. Coffill and Fire- 
man second grade Wardell Van L()an, of Engine Company loi, were detailed to assist 
in the rescue of John Cullen, aged 64， a workman employed by the Kings County Gas 
Company at the foot of Fifty-fifth street, Brooklyn. Mr. CuUen, while trimming 
coal at the top of coal pockets, accidentally fell to the bottom of the chute by the coal 
slipping. He was buried under tons of coal, and the above named Fireman on their 
arrival got down into the bottom of the chute, and, assisted by the police officers, 
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after five hours of hard and constant labor, succeeded in rescuing Mr. Cullen, prac- 
tically unhurt, except that he was suffering from shock and weakness. The Firemen 
were in a position of great danger, as the coal was constantly sliding down upon 
them. After succeeding in uncovering the head of Mr. Cullen, it was necessary for 
Fireman Coffill to work his way under the platform, which was gradually sliding, and 
attach a rope around the man's body, and remove the coal from around the man with 
his hands, while the men on the outside pulled steadily on the rope. The man was 
drawn to a place of safety, and after recovering from the effects of the shock he wjyi 
removed to his home. The work performed by the above named Firemen was exceed- 
ingly dangerous, and highly commendable, for their efforts to rescue the endangered 
persoa 

October 28, 1904. At 11.46 a. m.， while Assistant Foreman John J. Cashman 
of Engine Company 128 was engaged in taking up hose, preparatory to leaving fire 
on Pier 7, foot of Forty-first street, Brooklyn, he saw a boy, 11 years of age, fall 
overboard from the bulkhead, who was unable to help himself. Assistant Foreman 
Cashman immediately jumped in after him, without waiting to remove his heavy 
clothing or rubber boots, and rescued the boy in an exhausted condition. He removed 
the boy in Battalion Chiefs wagon to Norwegian Hospital, and after Assistant Fore- 
man Cashman changed his clothes he reported back to the fire for work. The boy 
would undoubtedly have drowned were it not for the promptness of Assistant Fore- 
man Cashman, who effected the rescue with considerable difficulty and personal risk, 
swimming with the boy struggling in his arms and being encumbered with heavy 
clothes at the time. - 

Presentation of Medals. 

The Committee in charge of the Brooklyn Fire Department Medal Fund informed 
the Deputy Fire Commissioner that the accumulated interest from said fund would 
allow for the purchase of two medals for the year 1903. The Deputy Fire Commis- 
sioner and the Deputy Chief in charge instituted a searching investigation as to the 
merits of the rescues performed, and the degree of risk involved by the firemen, and 
selected Assistant Foreman James F. Friel, of Engine Company 105， and Fireman first 
grade Michael Dorey, of Engine Company 128, to be the recipients of the medals, and 
their names' were recommended to and approved by the Fire Commissioner. The 
medals were presented by his Honor George B. McCIellan, Mayor of The City of New 
York, at the reviewing stand, immediately after the parade of the Department on May 
14, 1904. The details of their meritorious acts are as follows : 

April 4j 1903. Fire at No. 1155 Third avenue, station 150, at 12.35 p. m. The fire 
originated on thd fourth floor and was spreading rapidly when Fireman first grade 
Michael Dorey of Engine Company 128 made his way to the floor by stairway and 
entered the rooms, which were heavily charged with heat and smoke at the time, and 
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discovered Frederick Coots, age 8 years, unconscious on the floor in the back room, 
where the fire had originated. He dragged him to the hallway, crawling on his hands 
and knees to the stairs, and then carried him down the stairs to the street. The boy 
was removed to the Norwegian Hospital in an ambulance. This daring feat on the part 
of Fireman Dorey was attended with extraordinary personal risk, and saved the life 
of the boy, who would undoubtedly have been suffocated or burned to death were it 
not for the timely rescue. 

May 26, 1903. Station 74, at 1.35 a. m. Fire at No. 306 Washington street. On 
the arrival of the Department, the fire was under full headway in the building, and the 
occupants were hanging out of the windows calling for help, as the exits to the street 
had been cut off by the fire and smoke. Assistant Foreman James F. Friel of Engine 
Company 105 secured scaling ladders and raised same to the second and third floors 
and entered the third floor and found Mrs. Meta Schmidt, aged 55 years, and passed 
her out to other firemen on the ladders ； and returning found Meta Schmidt, age 11 
years, and carried her down the ladder to coping on second floor and passed her to 
other Firemen. He then raised the scaling ladder to fourth floor and found Edward 
Murray, age 22 years, and Walter Daly, age 18 years, partly overcome by smoke. He 
assisted both down the scaling ladders to the third floor and passed them to other 
firemen. He again ascended to the fourth floor and found Rose Murray, age 2 years, 
and carried her <Jown and passed her to the same men. Many other occupants of the 
building were rescued by other firemen by way of ladders, and all were brought safely 
to the street, but the work performed by Assistant Foreman Friel was exceptionally 
commendable for the number of persons rescued and. the manner in which the rescues 
were performed, which were attended with personal risk, as a misstep on his part would 
have resulted in serious injury to himself and the persons rescued. At this time the 
fire was extending through the building, and the heat was intense and the smoke 
suffocating. 

Sanitary Statistics. 



Number of cases of illness 582 

Number of cases of injuries 233 

Total 815 

Time lost (number of days for illness) 6,854 

Time lost (number of days for injuries) 3*878 

Total 10,732 

Deaths 一 

Natural causes 13 

Injuries 10 
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Retired From All Service, On Application, After Twenty Years* Service. 



Name. 


Grade. 


Company 
Number. 


Date 
Appointed. 


Date 
Retired. 


George H. Fletcher . . 






• • Feb. I' 1884 


Feb. 


I， 1904 


Thomas F. Farrell... 


Fireman first grade 




Mar. I, 1884 


May 


3, 1904 


Edward Eichhorn . . . 






Jan. 31, 1 88a 


Aug. 


It 1904 




Engineer of Steamer • . . 




. . Sept. 15, 1869 


Aug. 


21, 1904 




Fireman first grade 




• . Sept. 17, 1869 


Nov. 


I, 1904 








Jan. 7, 1 876 


Dec. 


I， 1904 
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Retired From All Service For Physical Disability. 







Company 


Date 




Date 


Name. 


Grade. 


Number. 


Appointed. 


Retired. 




Fireman first grade 




Sept. II, 1893 


May 


S, 1904 




Fireman first grade 


Hook and Ladder 55 


July IS, 1898 


May 


S, 1904 


John T. Delahanty.... 


Fireman first grade 


Hook and Ladder 65 


Nov. 24, 1897 


Aug. 


10, 1904 


Michael J. Kendrick. . 


Fireman first grade 


Hook and Ladder 67 


Sept. 19, 1893 


Aug. 


10, 1904 




Fireman first grade 




June I, 189 s 


Nov. 


15. 1904 


Thomaa J. Fantry . . . . 


Fireman first grade 




Sept. 30， 1896 


Nov. 


15. 1904 








Dec. 15, 1 88s 


Dec. 


I. 1904 




Fireman first grade 


Hook and Ladder 5 1 


Sept. II, 1893 


Dec. 


16, 1904 
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Deaths in the Uniformed 



Name. 



Grade. 



George Gibson , 

Chris. Dressel 

Peter J. Gaflfney 

Arthur J. Renk 

George Ouchtcrloncy . 
txeorge W. Bennett . . 

Jacob C. Fulcher 

Charles H. Battersby . 
Alfred E. Grundman . 

James Barry 

Henry M. Hellen 

Thomas McCarthy . . . 
William J. Stapleton. . 
John V. Dunworth . . • 
Peter S. Clark 

Ed. J. Fitzpatrick 

James W. McGeehan. . 

Samuel A. Love ' 

Patrick Lennon • … ， 

John S. Davren 

Robert Flynn 

Charles F. Roarty 
Charles R. Biffi 



Assistant Foreman . ♦ . 
Fireman first grade. . . 
Fireman fourth grade. 
Fireman fourth grade. 
Fireman first grade. . . 
Engineer of Steamer" 
Fireman third grade. . 
Fireman first grade. . . 
Engineer of Steamer. . 
Fireman first grade. . . 
Fireman first grade. . , 
Fireman third grade. . 

Foreman 

Fireman first grade . . , 
Fireman first grade. . . 



Fireman 


first 




Fireman 


first 




Fireman 


first 




Fireman 


first 




Fireman 


first 




Fireman 


first 




Fireman 


first 




Fireman 


first 





Deaths Among Those 



Name. 



Grade. 



Company Number 



Date 
Appointed. 





Engineer of Steamer. . . 


Engine 


ij8. . 


/•met Fitzpatrick 


Fireman first grade 


Engine 




Thomas J. Pantry. . . . 


Fireman first grade 


Engine 


IS9-- 




Engineer of Steamer... 


Engine 





Force During 1904. 
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Date Date 

Company Number. Appointed. of Death. Cauae. 







II, 


1891 


Jan. 


22f 


1904 


Killed at fire. 






IS. 


1896 


Jan. 


31. 


1904 


Inhaled noxious gases at fire. 






31, 


1903 


Jan. 


31. 


1904 


Inhaled noxious gases ftt fire. 






21, 


1903 


Jan. 


31， 


1904 


Inhaled noxious gases at fire. 








1893 


Feb. 


18, 


1904 


Pneumonia. 




Nov. 


16, 


1891 


Apr. 


27. 


1904 


Grip. 




Dec. 


IS. 


X902 


May 


4. 


1904 


Pneumonia. 






9， 


1895 


May 


31, 


1904 


Consumption. 






IS, 


1869 


Juno 


6, 


1904 


Bronchitis. 






24. 


1897 


June 


10， 


1904 


Infected wound of finger. 






I' 


1885 


Aug. 


3> 


1904 


Suicide. 






IS, 


190a 


Aug. 


4, 


1904 


Broken neck; accident. 






28' 


1 88a 


Aug. 


21, 


1904 


Heart failure. 




••••• Apr. 




1897 


Sept. 




1904 


Acute Bright's disease. 






II, 


1893 


Sept. 


II, 


1904 


Result of injuries in discharge of 
duty. 






16. 


1891 


Sept. 24, 


1904 


Gastritis. 






9t 


189s 


Nov. 


M, 


1904 


Chronic Bright's disease. 






IS. 


1869 


Nov. 


24, 


1904 


Bronchitis. 






24. 


1897 


Dec. 




1904 


Inhaled noxious gasee at fire. 




Nov. 


24, 


1897 


Dec. 


14. 


1904 


Gastritis. 




Feb. 




1893 


Dec. 


17. 


1904 


Chronic laryngitis. 




July 




1897 


Dec. 


25. 


1904 


Bronchitis. 






IS, 


1891 


Dec. 


30, 


1904 


Asphyxiation by illuminating gas. 



Retired From All Service. 

■ ' 、 

Date Date 

Retired. Cause. 一 of Death. Cause. 



Sept. 


1, 1903 


On application; 20 years* service. 


Apr. 




1904 


Heart failure. 




Dec. 


X, 1894 


On application; ao years* service. 


June 


3, 


1904 


Consumption. 




Nov. 


IS, X904 




Nov. 


30, 


1904 


Heart failure. 




Oct 


I, X902 


On ftpplication; jo years' service. 


Dec. 


24， 


1904 


Heart failure. 
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Fire Department, City of New York, 

Boroughs of Brooklyn and Queens, 
Office of Deputy Commissioner, Nos. 365 and 367 Jay Street, 

Brooklyn, December 3, 1904. 

Hon. NICHOLAS J. HAYES, Fire Commissioner. 

Sir 一 I am directed by the Deputy Commissioner, in answer to your communica- 
tion of November 30, to forward herewith condensed reports received from the heads 
of the various Bureaus of this department, Boroughs of Brooklyn and Queens. 

Respectfully, 

GEORGE F. DOB SON, JR., 
Secretary to Fire Commissioner, Boroughs of Brooklyn and Queens. 

Office of Deputy Chief of Department in Charge. 

During the past eleven months one hundred and twenty-five Firemen were ap- 
pointed; two Engineers of Steamer and three first grade Firemen were promoted to 
Assistant Foremen ； two fourth grade Firemen and one third grade Fireman re- 
signed ； one Engineer of Steamer, six first grade Firemen and one probationary Fire- 
man were dismissed ； two Foremen, one Engineer of Steamer and eight first grade 
Firemen were retired ； one Assistant Foreman and four Firemen died- from the result 
of injuries received while in the discharge of their duties, and sixteen members of 
the Department died from natural causes. 

On November 30, 1904, the fire extinguishing force numbered 1,399, an increase 
of 109 since January 1， 1904. 

The Department has been greatly benefited in the extinguishing of fires by the 
increase in mileage and diameter of water mains and the placing of a large number of 
fire hydrants. 

It is recommended that the paid system be extended to the Borough of Queens, 
where practicable, as soon as possible. 

The appropriation for the year 1905 will not permit of the appointment of any 
additional Firemen, and in order to fill existing vacancies at least fifty more men 
should be appointed during 1905, and an appropriation made therefor at the earliest 
possible date. ' 

Fire Alarm Telegraph. 

Approximately 097 miles of overhead or aerial wire was in service January i, 
1904; 1,364 repairs were made; new work, 342 items. This Bureau was subjected to 
much trouble, and its construction force kept busy, owing to the fact that all our 
circuits are aerial, with the exception of 44H miles of electrical conductors underground 
in 5,796 feet of subway. Used 5 miles of wire for extension and 38 miles for repairs. 
Two new circuits were added to the service (signal wires) . Forty-seven instruments 
were placed in company and officers' quarters. 
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There arc 3'44i poles, including 1,336， the joint property of the Department and the 
New York and New Jersey Telephone Company. 

On January i, 1904, 1,350 fire alarm boxes were in service on 33 circuits. This 
included 213 special building boxes. There are now in service 1,379 fire alarm boxes, 
including 229 special building boxes. 

Specifications have been submitted for placing fire circuits in nine miles of subway, 
for which funds are provided by bond issue* A bond issue of $70,000 for placing a 
manual fire alarm system in the Bqrough of Queens, Volunteer System, including the 
extension of the fire alarm system in the towns of HoUis, Queens and Springfield, was 
recommended and approved. 

At the request of the Department of Water Supply, Gas and Electricit]^; Borough 
of Brooklyn, it was recommended that an appropriation of $100,000 (by bond issue) be 
made, to place fire wires underground in certain streets. 

Repair Shops. 

One thousand five hundred and sixty-seven repairs were made to apparatus, 283 
to buildings, 491 to hose and 150 miscellaneous repairs. 

Work projected 一 One 30-horsc-powcr engine, to be installed in shop, 6 hose 
wagons and 2 engines in course of construction. • 

Apparatus of all kinds should be equipped with rubber tires and a machine pur- 
chased for repairing and putting on tires. Additional hose, engines, hook and ladder 
trucks and hose wagons should be fbrnished to increase the effectiveness of the 
Department. 

The lot adjoining the veterinary stables should be secured. A storehouse should 
be erected on lot, owned by City, on Myrtle avenue, between North Elliott place and 
North Portland avenue. 

On January i, 1904, the fire-boats " Seth Low " and " David A. Boody " were in 
very bad condition. The " Seth Low " has since been rebuilt, practically makingf her 
a new boat, and the " David A. Boody ，， has been thoroughly overhauled and put in 
first-class condition. 

Bureau of Supplies. 

The supplies for the Department have been systematically looked after. The 
storage capacity for supplies is absolutely insufficient and should be made adequate as 
%oon as possible. 

If polishing paste, polishing fluids and other small supplies could be purchased in 
open market, without advertisement, it would probably result in a saving and in the 
Department obtaining exactly what is required and adapted to its work. 
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Bureau of Violations and Auxiliary Fire Appliances. 

Two thousand four hundred and sixty-five buildings were inspected, of which 
1,346 were found to be properly equipped. The balance, 1,119 buildings, have been rein- 
spected, with the result that .87 owners, occupants, proprietors, etc., have complied with 
the recommendations up to date. 

Sixty-one applications for concert hall licenses were referred to this Bureau by the 
Police Department, and as a result of inspection from this office, same were returned 
approved. 

Eighty-five notices of violations of Building Code were forwarded through the 
regular channels to the Building Department ； 14 notices of violations were forwarded 
to the Tenement House Department ； 41 notices have been officially signed and served 
on occupants of buildings since November 15 and 30 notices are signed, ready for 
service. Notices in course of preparation for signature and service, 961. 

Bureau of Fire Marshal. 

Three thousand two hundred and fifty fires and 230 complaints were investigated 
during the eleven months of the year 1904. TotaJ Jire loss (estimated) $3.306,824. For 
the same period during the year 1903 there were 3,135 fires and 200 complaints, with a 
fire loss of $2,693,348, an increase of 115 fires and 30 complaints for the year 1904. 

Eighteen arrests were made in connection with the burning of buildings and ves- 
sels, which compares favorably with other years. 

This Bureau covers 198 square miles, and with the present limited office force 
it is exceedingly difficult to obtain competent legal evidence with which to convict per- 
sons guilty of the crime of arson. 

It is recommended that the Police Department be requested to give this Bureau 
more hearty co-operation than has been their custom in past years. 

Bureau of Buildings. 

The following new buildings were comixleted : Quarters for Engine Companies 
124, 131, 145, 146 and 158 and Hook and Ladder Companies 65 and 66. Extensive 
alterations and repairs have been made to the quarters of Engine Companies 104, 108, 
113, 120, 122, 126, 151 and Hook and Ladder Company 53. Numerous emergency repairs 
have been made in plumbing, mason and carpenter work, new roofs, etc. In the near 
future it will be necessary to make extensive alterations and repairs to a great many 
buildings, which are in an unsafe and unsanitary condition. 

Plans and specifications have been prepared for extensive repairs and alterations 
to the quarters of Engine Company 102 and Hook and Ladder Company 51, Engine 
Company 139 and the Veterinary Stables ； and are now being made for Engine Com- 
pany 133 and Hook and Ladder Company 58. 
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Hospital and Training Stables. 

On November 30, 1904, there were 543 horses in service, including both paid and 
volunteer systems. During the past eleven months 60 horses were purchased for the 
paid and 20 for the volunteer system. Six horses died from natural causes ； 7 were 
destroyed on account of injuries received, and 28, being unfit for the service, were 
sold. No epidemic occurred among the animals, although a large number were sick 
or slightly injured and were attended at the Department stables. 

It is absoluetly necessary to purchase more horses in 1905 than were purchased in 
1904- The long runs and condition of the streets compelled the placing of three horses 
to draw many of the engines and hook and ladder trucks instead of two. 

The Stables were in bad condition the first part of the year, but many improve- 
ments have been made, giving ample room and accommodations to care for sick and 
injured animals. 

Medical Board. 

There were 522 cases of illness and 203 cases of injuries during the eleven months 
ending November 30, 1904. There were 21 deaths in the Department, 16 from natural 
causes and 5 as the result of injuries received. The physical condition of the members 
of the uniformed force is excellent and the number of those on the sick list is about 
the same as usual at this season of the year. 

V 

Bureau of Combustibles. 

During the first eleven months of the year the Charter provisions regarding the 
storage and sale of explosives and combustibles and the new regulations of the 
Municipal Explosives Commission made thereunder, have been enforced so far a» 
possible with the limited number of men at the disposal of the Bureau. There have 



been issued licenses and permits as follows : 

Oil licenses, 3,175, at $10 $31750 oo 

Special permits, 2,057, at $2 4,114 00 

Special permits, 90, at $5 450 00 

Special permits, 175, at $10 1,750 00 

Special permits, 13, at $20 ' a6o 00 

Powder permits, 22, at $10 220 00 

Blasting permits, 18, at $10 180 00 

Wholesale match permits, 19, at 辠 5 • 95 oo 

Street fire permits, 55, at $50 97 50 

Fireworks manufacturers' permits, 4, at $100 400 00 

Wholesale fireworks permits, 2, at $2a • 40 00 

Retail fireworks permits, 362, at $5 1,810 00 
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Chimney fire penalties collected, 94, at $5； 、 47。 00 

Certificates of fitness issued, 17, at $5 、 85 00 

Seized fireworks sold, one lot at 10 00 



$41,661 50 



Chimney fire complaints received were 243, of which number 25 were sent to the 
Assistant Corporation Counsel for prosecution. As indicated above 94 penalties 
were collected. In the other cases the fines were remitted by the Fire Commissioner 
or the cases are still pending. 

Nine arrests were made during the eleven months, and about 3,500 premises sur- 
veyed. 

Receipts in eleven months last year were $40,920. 
Money Received for Licenses and Permits Issued, Penalties Collected, Sale of 



Explosives, Etc., Seized, Etc., Year 1904. - 

For kerosene oil licenses issued, 3,448 at $10 $34,480 00 

For powder licenses issued, 22 at $10 220 00 

For special permits issued, 2,199 at $2 4,398 00 

For wholesale fireworks permits issued, 2 at $20 40 00 

For retail fireworks permits issued, 362 at $5 1,810 00 

For kindling fire in streets permits issued, 57 at 50 cents 28 50 

For permits to use and keep explosives in hand magazine issued, 20 at $10 200 00 

For permits to manufacture fireworks issued, 4 at $100. 400 00 

For permits to sell matches at wholesale, 21 at $5 105 00 

For special permits, 90 at $5 450 00 

For special permits, 190 at $10 1,900 00 

For special permits, 13 at $20 260 00 

For special permits, 4 at $25 100 00 

For special permits, i at $100 100 00 

For certificate of fitness, 21 at $5 105 00 



Total for licenses and permits $44,596 50 

For penalties for chimney, 112 at $5 560 00 

For seized fireworks 10 00 



Total received and turned over to the Relief Fund 



$45,166 so 
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Operations Under the Laws Regulating the Storage 



Complaints of Violations, etc. 


Pendinc, 

1903. 


Recehred 
Since. 


Total to be 
Dispoaed oL 




9 


335 


*44 








339 


Hoistways found open after conclttBon of busincM. 








Kerosene or naphtha, etc., in excenhre quantity. . • • 
Fireworks, chemicals, mBtches, etc" kept without 

Lime, spirits. Tarnish, etc., stored in exccsthre quasi- 




107 


47 

107 
131 



Total 



90 870 
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of Combustibles and Explosive Materials, etc. 

' Diapoiition. 、 

Complied on Penalties Penalties Prosecution Now 

Notice. . Unfounded. Collected. Remitted. Recommended. TotaL Pendinf. 



211 t6 . . . . •••• 237 7 

… 112 i8o 35 3" la 

40 7 47 

91 15 1 107 

114. ，7 131 

4S6 67 113 180 36 851 19 



Special surveys made to determine the fitness of premises {or the storage of 

combustibles or explosive material 4,941 

Samples of kerosene oil collected and tested 151 
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Report of Bureau of Fire Marshal for the Year 1904. 

There were 3,947 alarms in the year 1904, as against 3,552 alarms for the fear 
1903, being an increase of 595 alarms for the year 1904. 

•There were 3,599 actual fires in 1904， as against 3,259 for the year 1903, being an 
increase of 370 for the year 1904. 

There were 242 complaints for the year 1904, as against 219 complaints for the 
year 1903, being an increase of 23 complaints for the year 1904. 

AJI of said complaints and fires were investigated by the Acting Fire Marshal 
and his assistants. 

Repair Shops. 

Extensive 

To engines 

To hose wagons 

To hook and ladder trucks 

To shop wagons 

To Chiefs' wagons 

To telegraph wagons 

To ladders 

To horse releasers 

To heating apparatus 

Ordinary ~" 

To Engines 

To hose wagons 

To hook and ladder trucks. 

To shop wagons • 

To Chiefs' wagons 

To telegraph wagons 

To ladders 

To harness hangers 

To hames for horse collars 
To fire extinguishers 



To shutoff nozzles 22 

To play pipes 8 

To hose for fire extinguishers 、 91 

To horse releasers 5 

To heating apparatus 19 



Repairs by Wrecking Force 一 

Engines 6 

Hose wagons i 

Hook and ladder trucks 4 



^ ^ § s s s 好 s 
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Repairs Made at Company Quarters 一 

Buildings, extensive 55 

Buildings, ordinary 72 

Plumbing, extensive 41 

Plumbing, ordinary 54 

Tinning, extensive 10 

Painting, extensive 2 

Roofs repaired 64 

Roofs painted 53 

Floors caulked 14 

Maple stall platforms 126 

Maple stall gratings 63 

Small doors made and put up, pairs 26 

Window sashes made and put up, pairs 16 

Skylights, made and put up 2 

Harness panel, made and put up I 

Closets • 13 

Step ladders 18 

Glass put in, lights 370 

Galvanized iron leaders made and put up 、 8 

Galvanized iron gutters made and put up 7 

Galvanized iron joints, leader pipe, made and put up 129 

Galvanized iron chimney tops made and put up 直 3 

Galvanized iron ventilator made and put up i 

Joints of stovepipe made and put up 560 

Galvanized iron ash cans 30 

Galvanized iron crowns 4 

Galvanized iron pumps , 4 

Oil cans, new 44 

Oil cans, repaired ga 

Lamps, repaired 105 



Work Done for Telegraph Bureau 一 

Box strips • 222 

Battery boxes 21 

Box backs 124 

Small cross arms 30 

Railroad arms 36' 

Railroad fixtures 4 

Cable boxes \2 

Cross arms, large 75 
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Repairs Made at Harness Shop- 
New pieces I»8S7 

Pieces repaired 1,589 

Repairs Made at Paint Shop ， 

Engine wheels painted and touched up 336 

Hose wagons painted and touched up - 238 

Hook and ladder wheels painted and touched up 196 

Chiefs' and other wagon wheels painted and touched up 216 

Engines touched and varnished 53 

Hose wagons touched up and varnished 79 

Hook and ladder touched up aiid varnished 43 

Chiefs' an other wagons painted complete 27 

Chiefs' and other wagons touched up and varnished $2 

Engines painted, striped and varnished, complete 3 

Hose wagons striped and varnished, complete 3 

Pieces of apparatus, such as shafts, poles, springs, ladders, painted and 

touched up 1,318 

Repairs Made at Hose Shop- 
Lengths of ^-inch hose 24 

Lengths of 1 5^ -inch hose 37 

Lengths of 2V^-inch liose 515 

Lengths of 3H-inch hose 9 

Three-inch hydrant connections 6 

Four and one-half-inch suctions 3 



Contracts Executed by the Fi*^ Commissioner for Boroughs of Brooklyn and Queens 



During IQ04. 
Paid System. 

New Buildings and Alterations ― 

New building for Engine Company 131 $38,345 00 

Alterations to quarters, Ei.gine Company 108 13,835 00 

Alterations to quarters, En^^ine Company 104 7,796 00 

Alterations to quarters, Engine Company 113 8,857 00 

Alterations to quarters, Engine Company 122 8,727 00 - 

Alterations to quarters, Engine Company 139 4,987 00 

' Alterations to quarters, Hook and Ladder Company 53 8,234 00 

Alterations to Hospital and Training Stables 1,949 00 

New Apparatus 一 

9 hose wagons $6,894 00 

I automobile carriage 4,000 00 

I steam fire engine 5»375 00 
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New Apparatus 一 

2 Steam fire engines 10,500 00 

I aerial hook and ladder truck 5,000 00 

New Hose ~" 

9,000 feet 2}4-inch rubber $7,374 00 

18,000 feet 2}^ -inch cotton 15,300 00 

5,000 feet iH-inch cotton 2,300 00 

2,500 feet 3^ -inch cotton. •••• 3,750 00 

New Horses ~ 

70 animals $18,250 00 

Repairs to Fire-boats 

To " David A. Boody ，， $2,990 00 

To "Seth Low" 27,000 00 

Forage $49,203 80 

Fuel 一 

Coal for apparatus houses $20,866 00 

Coal for fire-boats 4,193 00 

Cannel coal • 990 00 

Kindling wood 960 00 

Lumber for repairs $2,047 36 

Miscellaneous 一 

General supplies - $4,475 yi 

Harness shop supplies 3,506 11 

Telegraph • 9,265 47 

Telephone rentals 9,000 00 

Privileges on elevated railroad structures 6，ooo 00 

Repairs to telegraph machinery, Central Office 6.500 00 

Repairs to fire engines 2,925 00 

Pompier ladders 744 00 

Life nets 1,400 00 

Engine for Repair Shops 1,000 00 

Volunteer System, Borough of Queens. 

Forage $16,012 59 

Horses (20) 5.300 00 

Telegraph supplies, etc 7,935 77 

Fire alarm signal boxes 1,250 00 

Repairs to steam fire engine 1,795 00 

Fife hose, 14,000 feet 8.400 00 



16 
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Hospital and Training Stables. 
Paid System. 

Horses on hand December 31, 1903 431 

Purchased during the year 66 

Died 13 

Sold 24 

• 37 

Total number of horses on hand December 31, 1904 460 

Average number of horses on trial each day, including the volunteer system . . . 10 
Number of horses treated for various diseases during the year at Hospital 

and Training Stables 141 

Horses on trial December 31, 1904 • 10 

Died. 

Date. No. Cause. 



Jan. 4 


372 


Unknown. 


Jan. 23 


743 


Fracture of leg; destroyed. 


Feb. 19 


605 


Unknown. 


Mar. 10 


36 


Fracture ； destroyed. 


Apr. 7 


565 


Flatulent colic. 


Apr. 15 


497 


Colic. 


Apr. 29 


833 


Fracture of leg; destroyed 


June 12 


304 


Nephritis. 


June 22 


852 


Injury to spine ； destroyed. 


Sept. 13 


621 


Inflammation of bowels. 


Oct. 23 


215 


Introsusception. 


Oct. 28 


364 


Colic. 


Nov. 7 


688 


Fracture of leg; destroyed. 



Volunteer System. 

Horses on hand December 31, 1903 63 

Purchased during the year 24 



Sold 



«7 
4 



Total number of horses on hand December 31, 1904 8$ 
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Bureau of Violations and Auxiliary Fire Appliances. 

Buildings inspected, per Aprif inspection 2,505 

Buildings inspected, per October inspection 2,401 

Buildings found to be properly equipped 1,346 

Buildings found not to be properly equipped I,I59 

Official notices served 44 

Official notice? complied with 27 

Official notices pending 17 

Reinspected and verbal notice complied with after proper adjustment includ- 
ing modifications 95 

Applications for concert hall licenses referred by Police Department 6a 

Notices of violations of Building Code forwarded through regular channels to 

Building Department gj 

Notices of violations forwarded through regular channels to Tenement-House 

Department 14 

Notices in course of preparation for signature and service 1,020 



Report of the Acting Assistant Superintendent of Buildings, Boroughs of Brooklyn and 

Queens, for the Year Ending December 31, 1904. 

These new buildings have been completed, viz. : Quarters of Engine Companies 
124, 131, 145, 146, 158 and Hook and Ladder Companies 65 and 66. 

Extensive repairs and alterations have been completed to the quarters of Engine 
Companies T04, 108, 113, 118, 120, 122, 126, 151 and Hook and Ladder Company 53, 
consisting of enlarging dormitories, putting in concrete apparatus floors, Installing 
new bath and toilet rooms, painting, etc. 

More or less extensive repairs, consisting of new sidewalks, new front doors' 
new roofs, plumbing, painting, etc., have been made to the following quarters, viz.: 
Hook and Ladder Companies 57, 60, 63, 68 and Engine Companies 102' 106, iio, iii, 
115, 116, 121, 125, 128, 133, 136， 137, 138, 140, 141， 142, 143, 144, 145, 146, 147, 148, 149, 
ij2, 153, 154, 159, 161, 163, and Headquarters Building Nos. 365 and 367 Jay street, 
Brooklyn. 

In the near future it will be necessary to make extensive alterations and repairs, 
as a great many buildings are in an unsafe and unsanitary condition. 

Plans and specifications have been prepared for a temporary addition to the quarters 
of Hook and Ladder Company 59, and for extensive repairs and alterations to the 
quarters of Engine Company 102 and Hook and Ladder Company 51, and contracts have 
been let for extensive repairs and alterations to the quarters of Engine Company 139 
and to the veterinary stable. Plans are now being made for Engine Company 133 and 
Hook and Ladder Company 58. 
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Register of Officers of the Uniformed Force in Active Service on December 31, 1904. 



Name. 


Original A^Mintment. 


l^rontotson* 








Grade. 


Date. 、 


Grades. 


Dates. 


一 、 


Deputy Chiefs of De* 














Dartment. 

mjFmmm mm%M ^0mm «4 






















A 禽— 

Apr. 


21, 1 












Nov. 


i» 1 


i88i 










May 


X, 


1884 








Deputy Chief of Depart- 


I Of J 










ocpx« 


【900 








Deputy Chief of Depart- 
ment in charge, Boroughs 












of Brooklyn and Queens. 


Jan. 


I9» 】 


'904 


s. Jamci F. Murray.. 




Sept. 1, 1878 




Oct. 


22, : 


1881 










Mar. 


"， 】 


■894 








Deputy Chief of Depart- 


Jan. 










a8, 】 


1898 


3. John J. Barns. . . . 




Aug. 17, 1883 




Feb. 


i,】 


1886 










Apr. 


ao, 】 












Oct. 


X, 】 


[898 








Deputy Chief of Depart- 


A tiff 














190 J 


A. Frederick W. Good- 








A 




1880 






Oct. 13, 1879 














】 


tooj 












3i 】 


1884 










A 












Deputy Chief of Depart- 














/vug. 


曹 •A 1 


1903 


c. Frank J. Duffy". 












[880 

• 一 — y 










Apr* 


， 


[89a 










Juiy 




1899 








Deputy Chief of Depart- 












Dee 


1 1 1 


1903 


Chiefs of Battalion. 














I. James Cummingi. . 




A 一 _ _ 一 OO — 




June 


1, J 


r89i 






• 




Jan. 


xSt 〗 


【894 


、 








Sept 


x8, 1 


"900 


M. I*mc 霧 Cunningham 








Feb. 




【876 










Jan. 


28, 1 


1898 


3. William McCarthy. 








July 




1885 










July 


18, 


1892 










Jan. 


28, ] 


1898 


4. Dennis McGroarty. 








July 


10, I 


«87J 










July 




t88s 










Jan. 


s8, 】 


[898 
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Name. 


Original Appointment. 


Promotion. 








Grade. 


Date. ^ 


r ~ 、 

Grades. 


Dates. 












AMiAtanf l^nr^mAn - - - 


Mar 


''】 












Foreman. 赢晨暴 《矗 






[880 










District EnffinMr 


Dec 


A 1 

V 釁 1 


1807 










Chief of Battalion 


Tan 




【808 


6. John J. Dooley. . . 










* 














July 














C^%A^9 g\i It off af inn 


July 


曹 






James Kellock. . • • 








July 




1005 












Jan. 




1090 










#«X D M * M 1 « 


Jan. 




lOyo 


8. David Kirkpatrick. 








July 


6, 












II t 鲞^ A 鲁 Xt M «M m% A AM 






1095 










f^Vtlmf n.€ T)a 蚤蚤 


Jallm 




1090 


9- 


David S. Thomas. 








J my 


i，】 


【889 








• 


















T^Sc+v, 产豢 n €r\ n 


1/CC« 


警 , 

"» 】 












rhf I^Qff 9I inn 


Jan. 


28, J 


【808 


to. 


William C. Clark. 








Tafl 


5,， 


rgot 
















【397 
















1902 


II. 


Michael £. C. Gra- 








J <U1« 






















irn 幽嚇、 1 M M 




3* > 


I oyv 














* • 




I a. 


William C. Rogers. 






A^^ictAtif Pnrpman ....... 


Mar 




[887 












. Dec 


ri 

y. 














Tan 

J an. 


3* 


loot 


13. 


Bernard A. 








T__ 

Jan. . 




【0514 










>S» 












Dec. 




【806 












Dec. 


31. ， 


【903 




Patrick H. Travers 


Fireman • . • 


. . , Dec. 19,1872 




Apr. 




L002 












Dec. 


"， ， 


【894 












Dec. 




[896 












June 


16, : 


1903 


15. 


Edward J. Norton. 








July 




r889 












June 




【891 












Pec 


6, ] 


1897. 












Jan. 


38, 1 


【898 
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Original Appointment. 


Promotion^ 




Name. 


' Grade. Date. 、 ' 


Grades. 


Dates. ^ 



i6. Georfe Rogers. . • . 




June 15, 1885 




July 




1895 












Dec 




1807 


• 










Dec. 


16, 


1003 


17. Edward S. Root. • • 




Dec. 


20, x886 


Enirinccr of Steamer 


Dec. 




1887 












July 


10, 


1898 












Aug. 


1, 


1 901 












Dec 




1903 


1 8. Patrick Nevins. . . . 


Fireman. . .. 


July 


I, 187s 


Superintendent of Repair. 






Engineer. . • • 




May 


4, 


1891 




Apr. 


17, x88j 








愈 

Apr. 


Iff 


1899 


19. Edward H. Heard. 


« V 星 f 

V e t e r i n try 










Surgeon • . • 


Apr. 


I, 1886 




Apr. 


i» 


1899 




實 ■ 


July 


I5» 1880 


Superintendent of Supplies . 


Apr. 


30. 


1884 












Apr. 


1, 


1896 


倉 I. Nathaniel A. Rob- 










Feb. 


II, 


1900 














bin 詹 


D e fi ft r tmcnt 
















Surgeon • , • 


mXcII • 






Jan. 


28, 


1898 








Rank#>rl a« Chi^f tA Rat- 


mm ToMoh E 廳 Smith. ■ 


5 D e Dftrtment 








May 


9, 


1904 










Surgeon . . . 


\if Or 


J 1 1 1 000 




Jan. 


aS, 


1898 










William A. De- 










May 


9' 


1904 














D e p a r txnent 














Surflreon • , • 


Mar. 


1, 1894 




Tan 


"0， 


1808 








Ranked as Chief of Bat- 










tAlinn 




9f 


實 OA j 


•4. Junes B. Kennedy. 


Medical Of- 










Mar. 


35> 1904 


Ranked as Chief of Bat- 
















May 




1904 














Fir^mAfi - - • • - • 


Sept. 


15, 1869 




Mar 




1007 
















1 OJI I 


mm iiJilU 麗 簾 J U • 攀 




Sept. 


13, 1883 


Assistant Foreman 






1095 










Foreman 


Anr 




1097 


3. John J. Magaire. 




Nov. 


I, 1881 




Mar. 




1887 












Oct. 


xo. 


1892 


4. Tames Robert &… 




Apr. 


22, 1878 




Jan. 




1886 


5. Edward F. Con- 














Apr. 


22, 1878 




July 




1889 












Mar. 


12, 


1892 


6. Alexis R. Lavigne 




Sept. 


I7» 1883 




Feb. 


8. : 


1894 












Dec. 




1896 


7. Thomas J. Nash. 




June 


IS, 1887 




Feb. 


13. 














Dec 




1896 



a Resigned as Fireman April 17, 1882; reappointed Engineer April 17, 1882. 
b Dismissed February 28, 1894; reinstated July 30, 1895. 
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Original Appointment. 



Promotion. 



Name. 



Grade. 



Date. 



Grades. 



Dates. 



8. Jmmes Brcnntn. . . Fireman. 



9. ThomM Cleary. . Fireman, 



xo. Michael McGin- 

niss Fireman. 



21. Edward Fitzger- 
ald Fireman. 

la. Patrick F. Mc- 

Ginniss Fireman. 



13. JoMpli J. McCor- 

mick Fireman. 

14. Hugh Gallagher. . Fireman. 



意 S. Emmet Soden. . . . Fireman. 
16. Patrick McGiiire. Fireman. 



11 



• Thomas Healy. . . . Fireman, 
. Edward Dougher- 
ty Fireman . 



19. Michael Murray. . Fireman, 

ao. John J. Ennii. ... Fireman. 

fli. Marcut Fitzgerald Fireman. 
M. Peter W. Btrck.. 

S3* John R. Brabted. 

J4. John Hogarth. ... Fireman. 




J5. Thomas F. Hmr- 

risgton FIremtn, 



26. HtfL 
m 



an 



Wuker- 



Fireman. 



，7. John J. Callaghan Fireman. 



Sept 






Aniatant 






Foreman 


Jan. 


12, 


x88a 


Assistant 








Foreman 


Apr.. 


• 


警 OO 棚 

lool 


Assistant 








Foreman 


oept. 


IS. 


着 <x 舞 

Xo69 


Foreman 


Aug. 


IS, 


I07O 


Assistant 








Foreman 


June 


10, 


• 一 • 

lo/l 


Foreman 




MA 

30, 


Zoo I 


Assistant 








ForcQi&n 


Sept. 


IS. 


1883 


Assistant 








Foreman 


June 


JJ, 


1883 


Assistant 








Foreman 


Uec. 


,、 


義 o 一歲 

1070 


Foreman 


森 一— 
Apr. 


II, 


187I 


Assistant 








Foreman 


Jan. 


20, 




Foreman 


Jan. 




1887 


Assistant 








Foreman 


Jan. 


18, 


1882 


Assistant 








Foreman 


m 霧 

May 


s. 


1874 


Foreman 


bept 


15, 


1879 


Foreman 


Dec. 


15* 


X885 


Assistant 








Foreman 


Feb. 


16. 


1887 


Assistant 








Foreman 


Jan. 


a, 


1889 


Assistant 








Foreman 


Feb. 


3> 


1887 


Assistant 








Foreman 


Dec. 




188s 


Assistant 








Foreman 



Foreman July 

July 

Foreman Mar. 

June 

Foreman July 

June 



Aug. 6 



Foreman Mar. 

July 

July 

Foreman Mar. 

July 

Foreman June 

Jan. as 

Foreman June i 

J»n. IS 

Sept. 5 

Foreman Mar. i 

Dec. X 

-.… Aug. 5 

Foreman June i 

Jan. IS 

Foreman Feb. 13 

Dec. 9 

May 39, 

Oct 13 

Foreman Mar. 

Dec. 1 

Foreman June 1 

Jan. 20 

Foreman Jan. 15 

Dec. 15 

Foreman June 1 

Jan. 15 

Foreman Jan. 15 

Dec. 15 



891 
8S7 
891 
889 
891 
886 
867 
889 



891 
894 
891 

894 
885 
887 
891 
886 
891 

894 
89a 

89s 
880 
888 

89s 
896 

891 
896 

894 

897 
891 



897 



c DimiMcd January 
■tated October 13^ 1888. 



1878； reappointed September 15, 1879; dismissed July 13, 1880; rein 
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Original Appointment. 


Promotion. 

- 




Name. 


Graie. Date. 


Grades. 


Dates. 



28. Charles D. Ruddy 




• Dec. 


i9i 187a 


Assistant 




Mar. 


I, 1887 














Tuiv 


I 1880 


39. Michael Marks. .. 




• Jan. 


2, 1889 


Assistant 






IS, 1894 










I4 A 審一 ■ 111 Q M 

•Foreman 




% 


w f T ft A <y 

15， 1 097 


30. Charles £. Rikel. 




• Apr. 


7， 1885 


Assistant 






10， 1 89 J 










V orcinan 






I 9 1090 


31. Edwin A. Thomp- 


















, Feb. 


II， 1891 


Assistant 
















Foreman 






IS, 1897 


3a. Andrew W. Beith 




Apr. 


7, 1885 


Engineer 




Oct 


I, 1893 










Assistant 




Dec. 


"， 1894 










Foreman 






I, 1896 


33. Dennis J. McKin- 


















June 


15, 1 88s 


Assistant 






I, 1887 










Foreman 






10, 1893 


34. Charles F. Con- 


















Jan. 


2, 1889 


Assistant 




• July 


1, 1895 










Foreman 






I, 1896 


35. Charles £. Costel- 














lo 




Apr. 


I, 1885 


Assistant 




Oct. 


10, 1892 








Foreman 






1. i39S 


36. Robert Reardon . . 


d Fireman … . 


Nov. 


30, 1880 


Engineer 






I, 1886 






June 


tr 1883 


Assistant 




Dec. 


9, 1895 


37. Lester A. Roberts 




Apr. 


I. 1885 


Assistant 






9. 1895 










Foreman 






10, 1896 


38. Francis H. MoIIoy 




Dec. 


28, 1876 


Assistant 






IS, 1894 










Foreman 




Dec. 


I, 1896 


39. William H. Brown 




June 


IS, 1887 


Assistant 




Dec. 


13. 1892 










Foreman 






IS. 1897 


40. Henry B. Burtis. 




Oct. 


I, 1887 


Assistant 




.... July 


15. 189s 










Foreman 






4, 1897 


41. Michael Friel . . . . 




Oct. 


II, 1871 


Foreman 






6, 1886 


42. John Fitzgerald. . 




Jan. 


I, z88i 


'Assistant 




• … Mar. 


I， 1887 










Foreman 






II， 1890 


43- Martin F. Brady. 




Jan. 


18. 1882 


Assistant 






II, 1893 










Foreman 






9， 1895 


44. Peter Campbell . . 




Sept. 


15, 1869 


Foreman 






20. ！ 883 


45- Michael Quinn. . . 


e Fireman . . . . 


Dec. 


23, 1869 


Foreman 














Foreman 









d Dismissed March 9， 1883; reappointed June i, 1883. 

* Dismissed September 17, 1878; reinstated September i3， 1879. 
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Original Ajgyointtnent. • Proinotion. 

Name. Grade. Date. Grades. Dates. 



46. Frank L. Woods. 



47. Alex. J. ShericUn 



48. James L. Havfland 



49. Michael J. Naele. 

50. Robert B. Mc- 

Phail 



51. George L. Brown. 
5a. Benjamin Z. Boyd 

53. Michael J. Cannon 

54. John J. Slattery. 

55. George H. Smythe 

56. Thomas McKeon . 

57. W i 1 1 i a m H. 

Holmes 



58. Charles H. Furcy 



59. John Clunie. 



60. John F. Scanlon . 



61. Patrick J. Golden 

6a. Euffene J. Mc- 
Kenna 

63. John J. Donohue. 

64. Henry W. Reick- 

raberg 

6s. Thomas F. O'Con- 
nor 

66. James Reilly 





June 


15. 1885 




July 


I, 1885 




I. CUa 


7' 1876 




June 


I, 189a 




Feb. 


13, 1 891 




Feb. 


12, 1 891 




Mar. 


I, 1892 




Feb. 


12, 189I 


春 |7nr^fiiAn 

/ K w a V AU AU« • • • 


July 
July 


00 0000 




1 an 


1, 1883 




Nov. 


16. 189I 




July 


31, 1890 




July 


1， 1892 




June 


I, 1889 




Nov. 


16， 1 891 




July 


15. 1889 




Nov. 


16, 1 891 




July 


15, 1889 




June IS, 1885 



Assistant Foreman D€g, 9, 

Foreman Dec 15, 

Assistant Foreman Mar. i, 

Foreman Jan. 15, 

Engineer Jan. 15, 

Assistant Foreman Mar. i, 

Foreman July 15, 

Foreman Nov. 30, 

Foreman Nov. 30, 

Foreman Nov. 30, 

Foreman Dec. 18, 

Foreman Nov. 30, 

Foreman Nov. 30, 

Foreman Nov. 30, 

Engineer .. . . a June 

Assistant Foreman Dec. 

Foreman Sept. 

Assistant Foreman Apr. 

Foreman Aug. 

Assistant Foreman Dec. 

Foreman Sept. 

Assistant Foreman Dec 

Foreman '• Sept. 

Assistant Foreman Feb. 

Foreman Sept. 

Assistant Foreman Jan. 

Foreman , Aug. 

Assistant Foreman Dec. 

Foreman Sept. 

Assistant Foreman ' Jan. 20 

Foreman Aug. 

Assistant Foreman Feb. 

Foreman Aug.' 

Assistant Foreman Jan. ao 

Foreman Aug. 1 



DitmisMd July 7， 1896; reinstated April s, 1898. 
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為， fliUlW* 


Original Appointment. 




Promotion. 








Grade. 


Date. 


Grades. 


Datcft. 


~ 、 


67. John T. Farrell.. 


蟹 




Assistant 




Feb. 


I.: 


1896 








Foreman 




Apr. 


I. 


1900 


68. Martin J. Smith. . 


蠻 




Assistant 




Dec. 


15. 


1897 








Foreman 




Aug. 


I. 


1900 


69. Henry P. Kirk... 






Assistant 




Mar. 


5. 


1896 








Foreman 




Aug. 


I. 


1900 


70. James Langan. • • 






Assistant 




Jan. 


IS. 


1894 








Foreman 




Apr. 


" 


1900 


71. Thomas J. McCue 






Assistant 




Feb. 


I, 


1896 


• 






Foreman 





Sept. 


1. 


1900 


72. John J. McGronen 






Assistant 




Jan. 


I5» 


1894 








Foreman 




June 


8, 


1 901 


73* Edward J. Doyle. 






Assistant 




Dec. 


15. 


1897 








Foreman 




June 


8, 


1 901 


74' Patrick J. Kelly.. 






Assistant 




Jan. 

Z 一 • 


15, 


1894 


75. George F. Har* 


* 




Foreman 




June 


8, 


1901 
















Assistant 




Feb. 


1.1 


1896 








Foreman 




June 


8， 


1901 


76. Edward Karcbcr.. 






Engineer 




Sept. 


IS, 


189s 








Assistant 




Dec. 




1897 








Foreman 




June 


8, 


1901 








Assistant 




Dec. 


I c, : 


1897 








Foreman 




Dec 




1 901 


78. Chris topher S. 




















Engineer 




Oct. 


I.! 


1093 








Assistant 




Jan. 


15. J 


【894 








Foreman 




Dec. 




1901 








Assistant 




Feb. 


X3t 】 


1893 








Foreman 




Dec. 


1, ： 


[901 


80. Corn ellus Ctm- 










July 










Assistant 














Foreman 




July 


21, : 


190， 


81. David H. McQy- 




















Engineer 




Nov. 




1 








Assistant 




Jan* 


ao, J 










Foreman 




July 


21, 3 




8a. Louis T. Hauclc . 






Assistant 




Feb. 




1896 








Foreman 




July 


ax, 】 


【90, 


83. George Ltmpert.. 






Assistant 




Dec. 




【897 








Foreman 




July 




190a 
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Original Appointment. Promotion 
Name. Grade Date. Gradci. Dates. 



84. Francis C. Spil- 
lane 



85. Tames B. Camp- 

bell 



Fireman Feb. 18, 1884 



Fireman Apr. 1, 189a 



86. John H. Kelly... Fireman Apr. 15, 



87. John H, Travers. Fireman Jan. xi, 1893 



{. John J. Shannon. Fireman...... Mar. 12,1891 



89. Michael F. Judge. Fireman June is, 



90. William McCleary Fireman Apr. i, 1885 



91. James F. Friel. . . Fireman Aug. ",189】 



92. Dennis F. Collins 

93. Charles M. Jensen 

94. John Maley 

95. Daniel F. Shea. . 

96. James T. Geatons 

97. Chris topher F. 

Shaw 

98. Henry T. G«iger. 

99. Abraham L. Tur- 

ner 

100. William E. Col- 

lins 

101. Daniel J. Cahill.. 



g Fireman. . . . Nov. 24,1897 

h Fireman. ... Nov. 34, 1897 

i Fireman Nov. 24, 1897 

$ Fireman Nov. 24， 1897 

Fireman Aug. i, 1889 

Fireman Oct. 14, 1890 

Fireman Nov. 17, 1890 

Fireman July 1， 1892 

Fireman Aug. 11， 1891 

Fireman June 15, 1887 



Assistant Foreman July 1， 1889 

Foreman July 21， 190a 

Assistant Foreman Dec 15, 1897 

Foreman Dec. 17, 1903 

Assistant Foreman Oct. i, 1900 

Foreman Dec. 31, 1903 

Engineer of Steamer May 1, 1899 

Assistant Foreman Aug. i, 1900 

Foreman Dec. 31, 1903 

Assistant Foreman Sept. i, 1900 

Foreman Dec 31, 1903 

Assistant Foreman June i, 1891 

Foreman Aug. 15, 1903 

Assistant Foreman Jan. 20, 1896 

Foreman Aug. 15,1903 

Engineer of Steamer May 1, 1899 

Assistant Foreman Oct. i, 1900 

Foreman Aug. 15, 1903 

FoKxnan Dec. 30, 1897 

Foreman Nov. 26, 1897 

Foreman Nov. 30, 1897 

Foreman Nov. 30， 1897 

Assistant Foreman Apr. 1， 1897 

Foreman Sept. 1903 

Assistant Foreman Dec 15, 1897 

Foreman Dec 17* 19^3 

Assistant Foreman Jan. 20, 1896 

Foreman Oct. i, 1903 

Assistant Foreman Dec. 15， 1897 

Foreman Jan. 10, 1903 

Assistant Foreman Dec. 9, 1895 

Foreman Aug. 15, 1903 

Assistant Foreman Oct. 1， 1900 

Foreman Aug. i5> 1903 



Z Dismissed March 19, 1898; reinaUted January a, 1903. 
h Dismissed March 19, 1898; reinstated January 2， 1903. 
I Dismissed March 19， 1898; reinstated January 2, 1903. 
i Ditmivncd March 19, 1898： reinstated January 9, 1903. 
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Original Appointment. Promotion. 



A. , - ― ■ A, 



■> r— — ~" " X 



Name. Grade. Date. Grades. Dates. 



loa. William. J. Mc- 
Carthy 



103. William J. Walth 



Assistant Foreman. 

t. William H. Den- 
nin 

a. John Fricl 

S. Thomas F. Kain. 

4. John O'Brien. . •• 

5. Cornelius G. Pa- 

gan 

6. John Matthews. . . 

7. Patrick Hoynes. • 

8. John Gorman . . . . 

9. John W. Smith, 
" Jr 

10. William C. Lloyd. 

11. William H. Bcr- 

dan 

12. Tames S. Pryor. .. 

13. Frederick 

J. Wohllebcr... 

14. John S. Gillespie. 

15. Owen Savage. . . . 

16. Bryan Rourke . . . 

17. Eugene O. Pown- 

aH 

18. William Dougher- 

ty • 

19. Michael Heffcr- 

nan 

20. Henry W. Malo- 

nev 

21. William J. Ham- 

ilton •' 

22. Charles F. Way.. 

a^. Daniel E. Kain. . 
24. Jerome R. John- 
• son 



25. ChartM Freudeh 
96. John G. Tilley... 



Fireman June 7, 1886 

Fireman May i, 1892 

Fireman Oct. i, 1883 

Fireman Sept. 15, 1869 

Fireman Jan. la, 1882 

Fireman Jan. i, 1878 

Fireman Oct. 29, 1890 

Bell Ringer July 13, 1880 

Fireman Nov. 15, x88i 

Firemaa Jan. 23, i88a 

Engineer Feb. 3, 1887 

Fireman July i, 1892 

k Fireman. . . . 

Fireman Apr. 17, 1882 

Fireman Feb. 17, 1887 

Fireman Aug. 28, i88a 

Fireman Mar. 7, 1S88 

Fireman Sept. 11, 1893 

Fireman July 18, 1871 

Fireman Apr- i, 1890 

Fireman Dec. 3, 1888 

Fireman Feb. 18, 1879 

Fireman June 15. 1885 

Fireman Apr. 17, 1893 

Fireman Feb. 11, 1891 

Fireman Jan. 30, 1882 

Fireman Apr. i, 1885 

Fireman J«n. a, t»89 

Fireman Mar. 19， 1888 



Engineer OcL x, 

Assistant Foreman Aug. i, 

Foreman Dec. 31, 

Engineer Aug. 10， 

Assistant Foreman July "， 

Foreman Dec. 17, 

Assistant Foreman Jan. 15, 

Assistant Foreman Dec. i. 

Assistant Foreman Jan. 20, 

Assistant Foreman Feb. 

Assistant Foreman -" Jan. 15, 

Assistant Foreman Dec. 15, 

Assistant Foreman • Mar. x, 

Assistant Foreman Dec. 15, 

Assistant Foreman Dec. 15, 

■ Assistant Foreman Dec. 15, 

Assistant Foreman Dec. 1, 

Assistant Foreman Jan. 15, 

Assistant Foreman Feb. x, 

Assistant Foreman Jan. 15, 

Assistant Foreman Dec. 1$, 

Assistant Foreman Jan. 15, 

Assistant Foreman Feb. 1， 

Assistant Foreman Dec. 15. 

Assistant Foreman July 15. 

Assistant Foreman Dec. 15, 

Assistant Foreman Dec- 15. 

Engineer Feb. i. 

Assistant Foreman Dec. 15, 

Assistant Foreman Jan. 15, 

Engineer Feb. 20, 

Assistant Foreman Feb. 1, 

Assistant Foreman , Dec. 15, 

Assistant Foreman Dec, is, 



k Dismissed September 15, 1879; reinstated AprU 17， 1882. 
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Original Appointment. Promotion. 



Name. Grade. Date. Grades. Dates. 



»7' 


William S. Lyon 




Apr. 


I， 


1892 


Engineer 




… July 


I, 


189s 














Assistant 






IS. 


1897 


a8. 


John Fitzsimmont 




Apr. 


2. 


1885 


Assistant 






20， 


1897 




Russell G. Gara> 


















Apr. 


1， 


1885 


Assistant 






I, 


1896 


SO. 


Frederick W. G»r- 




















Sept. 


II, 


1893 


Assistant 






I5» 


1897 


31. 


Charles Heath, Jr. 




Sept. 


I, 


1885 


Assistant 






9' 






Alexander John- 


















Dec. 


15* 


X885 


Engineer 






I, 


1897 










Assistant 






15. 


1897 


33- 


Albert W. Snow. 




June 


IS' 


1885 


Assistant 






I. 


1897 


34- 


James J. Collins. 




Apr- 


I. 


Z892 


Assistant 






IS, 


1897 


35- 


John H. Gordon. 




Mar. 


2lt 


1888 


Assistant 






15， 


1897 


36. 


Edward E. Smith. 




Apr. 


I, 


1881 


Assistant 






I. 


1896 


37. 


John McKenna. .. 




Sept. 


16, 


1869 


Assistant 






1, 


1890 


38. 


Joseph Kennedy. • 




Jan. 


II, 


1893 


Assistant 








1897 


39. 


Charles £. Field. 




July 


17. 


1891 


Assistant 






I， 


1896 


40. 


Oeorge F. Mc- 


















Dec. 


IS, 


1885 


Assistant 






I， 


1896 


磚 I' 


John M. Ryan... 




June 


22, 


1889 


Assistant 








1895 




Andrew Tennant. 


/ Engineer. . . • 
























Dec. 


、7, 


1883 


Assistant 








1897 


43- 


Charles E. Brown 




Jan. 


I, 


1888 


Engineer 






9, 


189s 














Assistant 






15, 


1897 


44. 


John J. Deegan. • 




Dec 


IS, 


1885 


Assistant 








I goo 


45- 


Qttincy J. Kraft. . 




Jan. 


2, 


1889 


Assistant 






I, 


1900 


46. 


Patrick Murray. . 




Mar. 


8. 


1888 


Engineer 






I, 


1900 














Assistant 








Z900 


47- 


John J. Cashman 




Jan. 


II, 


1893 


Assistant 






I, 


1900 


48. 


James W. Byrnei 




Apr. 




1892 


Engineer 






'' 


189s 














Assistant 








1900 


49- 


Patrick Toman... 




Mar. 




1891 


Assistant 








1900 


50. 


Maurice Foley. 




Apr. 


16, 


1890 


Engineer 






24. 


1897 














Assistant 








1900 


SI. 


John B. Donovan 




Dec 


IS. 


1885 


Assistant 








1900 




Richmond J. 






















July 


15. 


1889 


Assistant 








1900 


53- 


George W. Pratt. 




Mar. 


12, 


1891 


Assistant 








1900 


54. 


Richard S. Wood. 




Nov. 


16, 


1891 


Assistant 




…- Oct. 




1900 


55- 


Thomas F. Brier- 


















July 




1895 


Assistant 








1900 


56. 


John W. Jennings 




Apr. 




1892 


Assistant 






2, 


1900 



/ Resigned March 31, i88a; reappointed December 17， 18S3. 
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Original Appointment. 



Promotion* 



Name. 



Grade. 



Date. 



Grades. 



Dates. 



59. Patrick D. Laffer- 

ty 

60. John J. Conroy . . 



61. Lawrence J. Rcilly Fireman. 
6a. William B. Ncr- 

ney Fireman , 

63. Patrick J. Crosby. Fireman . 

64. Henry A. Mapes. Fireman . 

65. Charles J. Mc- 

Laughlin Fireman . 



Anr 




1800 


I " ， 《 

July 


15, 


1889 


Mar. 


20, 


1889 


Dec. 


15. 


1883 


May 


10, 


I87I 


Jan. 




1888 


Jan. 




1893 


Jan. 


38. 


1882 


May 


20, 


1889 



19， 

8. 
8, 
8. 



24， 



66. William 



H. 







Fireman 


. Apr. 




1890 


67. 


William Scheibel. 






16. 


1891 


68. 


William F. Can- 














♦ Apr. 




1885 


69. 








IS. 


1869 


70. 


Gerhar dt E. 










Weber 




. July 




1894 



71. Luke C. Porteus. Fireman July 3, 1895 



72. Edward J. Mat- 
thews Fireman 



73. Robert McEvoy. . 

74. Joseph Barrett. . . 



75. John C. Kane. ... Fireman May 4,1892 



•6. Richard J. Mar- 
shall Fireman. 



78. F 



d e r i c k 



80. James J. 

81. C h r i 8 



a n 



83. Harry J. Riley... 

84. John J. O'Neill, 



May 


18, 


1892 


May 




1895 


Mar. 


21, 


1888 


May 




1892 


Sept. 




1893 


July 




1896 


July 




1896 


Apr. 




1893 


Dec. 


31. 


1897 


June 


12, 


1897 


Apr. 




1897 


Mar. 


IS, 


1895 


Dec. 


23' 


1888 



Assistant Foreman Oct. 

Engineer Dec. 24， 

Assistant Foreman Oct. 

Assistant Foreman Oct. 

Engineer Feb. 

Assistant Foreman Sept. 

Assistant Foreman Nov. 

Assistant Foreman June 

Assistant Foreman June 

Assistant Foreman June 

Engineer Dec. 

Assistant Foreman Dec. 

Foreman Dec. 

Foreman Dec. 

Assistant Foreman Dec. 

Assistant Foreman Dec. 

Engineer July 

Assistant Foreman July 

Engineer Apr. 

Assistant Foreman Aug. 

Assistant Foreman Nov. 

Assistant Foreman Jan. 

Engineer of Steamer Nov. 

Assistant Foreman Dec. 17, 

Engineer of Steamer July 8， 

Assistant Foreman Dec. 17, 

Engineer Sept. 15, 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 17, 

Engineer of Steamer June -8, 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 17, 

Engineer of Steamer Mar. 10. 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 17, 

Assistant Foreman Dec. 25, 



21, 
18， 
IS, 
15. 
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Original Appointment 



Promotioii. 



Name. 



Grade. 



Date. 



Grades. 



Datec 



85. William J. Robin- 

ton Fireman. 



Jan. II, 1893 



86. Edward F. Nealis 
8j. Maurice Delay 



. Cornelius F. Cur 

ran Fireman 



Fireman July 1, 1900 

Fireman June 1， 1899 



89. Hans J. Falleten. 



> • • • June 12, 1897 
Fireman June "， 



90. Matthew Lynch. . Fireman Feb. 



91. Isaac Ludgate … Firemftn Dec. 15, 1897 

9a. Frank J. Whidbee Fireman Feb. .16, 1891 

93. George O'Shea. . . Fireman Oct. 16,1898 

94. Frank P. Moran. Fireman May 4， 189a 

95. Arthur T. Robb. . Firemwi Nov. 16, 1891 



96. 


Lewis H. Shaw.. 


Fireman 


97- 


John W. Raab... 


Fireman 


98. 


Tames T. Walsh.. 


Fireman 


99- 


William F. 




Windhorst .... 


Fireman 


100. 




Fireman 


lOI. 


John N. Hartman 


Fireman 


103. 


Michael McCor- 








Fireman 


103. 


William C. De- 






Fireman 


104. 


Charles Stothard. 


Fireman 


105. 


George A. McEl- 




roy 


Fireman 


106. 


Michael J. Heslaa 


Fireman 


107. 


Peter F. Leyden. 


Fireman 


T08. 


John Malliband. . 


Fireman 


109. 


James T. Moore. . 


Fireman 


X 10. 


Daniel Hagerty . . 


Fireman 



【， 1893 



【， 189s 
【， 1897 
, 1887 



Feb. I, 1895 



A^>r. I， 1897 



1897 



8, 1884 



Engineer Jan. ao, 

Assistant Foreman Dec as 

Assistant Foreman Dec. as 

Assistant Foremtn Dec. js 

Assistant Foreman Dec 25 

Engineer of Steamer June 8 

Assistant Foreman Dec. 25, 

Engineer of Steamer June 8, 

Assistant Foremtn Dec. 35 

Assistant Foreman Dec. 25 

Engineer Nov. 15 

Assistant Foreman Dec. 25 

Engineer of Steamer June 8 

Assistant Foreman Dec. as 

Engineer of Steamer May i 

Assistant Foreman Dec 25 

Engineer …詹 Sept. 15 

Assistant Foreman Dec. as 

Assistant Foreman Dec. 2$ 

Assistant Foreman Dec. 25 

Assistant Foreman Dec. 2$ 

Assistant Foreman Dec. 35 

Assistant Foreman Aug. 21 

Assistant Foreman June 8 

Assistant Foreman Dec. 25 

Assistant • Foreman Aug. 5 

Engineer of Steamer Dec 34, 

Assistant Foreman Aug. 

Engineer of Steamer 

Assistant Foreman 

Engineer of Steamer Jan. 

Assistant Foreman Jan. 

Assistant Foreman 

Assistant Foreman 

Assistant Foreman Jan. t 

Engineer of Steamer June 4 

Assistant Foreman July 21 
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Buildings of the Fire Department, Brooklyn and Queens Boroughs, 

Headquarters— Office of the Deputy Commissioner, Deputy Chief of Department 
in charge, Fire Marshal, Bureau of Combustibles, Fire Alarm Telegraph, Central 



Office, Medical Officei 


rs, Nos. 365 and 367 Jay street. 


Engine 


Company 


lOI, 


No. 1238 Fourth avenue. 


Engine 


Company 


102， 


No. 201 Van Brunt street. 


Engine 


Company 


103, 


No. 533 Hicks street. 


Engine 


Company 


104, 


No. 299 Degraw street. 


Engine 


Company 


105, 


No. 160 Pierrepont street. 


Engine 


Company 


106, 


No. 189 Pearl street 


Engine 


Comoany 


107, 


No. 247 Pearl street. 


Engine 


ComDEnv 


108, 


No. 227 Front street. 


M 暴 9 Mm 


ComDanv 


100. 


No. 159 Graham street. 




Comoany 


no, 


No. 160 Carlton avenue. 


Kncrine 


Comoanv 


III, 


No. 166 Clymer street. 


Engine 


Comoanv 


112, 


No. 136 Wythe avenue. 


Engine 


Comoanv 


117, 


No. 137 Powers street. 


£nfi:ine 


Company 


114, 


No. 231 Herkimer street. 


£n&fine 


Comoanv 




No. 88 India street. 


Encrine 


Comoanv 


116, 


No. II Scholes street. 


En&rine 


Comoany 


117, 


No. 940 DeKalb avenue. 


Engine 


Company 


118， 


No. 650 Hart street. 


Engine 


Company 


HQ, 


No. 735 Dean street. 


Engine 


Company 


120, 


No. 532 Eleventh street. 


Engine 


Company 


121, 


No. 163 South Second 'street 


L4 ， «^ A 

nngine 


v^ompany 




XJo R，6 r^iiinov ctrppf 


Engine 


Company 


123, 


foot of Main street (dock)*. 


Engine 


Company 


124, 


No. 274 Hicks street. 


Engine 


Company 


125， 


No. 657 Liberty avenue. 


Engine 


Company 


126, 


No. 409 State street. 


Engine 


Company 


127, 


No. 979 Herkimer street. 


Engine 


Company 


128， 


No. 178 Thirty-ninth street. 


Engine 


Company 


129, 


No. 246 Frost street. 


Engine 


Company 


130, 


No. 59 Ellery street. 


Engine 


Company 


131， 


No. 1772 Pitkin avenue. 
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Engine 


Company 


132, 


foot of North Eighth street (dock) 寧. 


Engine 


Company 


133， 


No. 243 Hull street. 


Engine 


Company 


134， 


No. 1472 Bergen street. 


Engine 


Company 


135, 


No. 200 Monroe street. 


Engine 


Company 


136, 


Liberty avenue, near Market street. 


Engine 


产 

Company 


137, 


No. 55 Morgan avenue. 


Engine 


Company 




No. 176 Norman avenue. 


Engine 


Company 


139, 


No. 395 Fourth avenue. 


Engine 


Company 


140, 


Prospect avenue, near Greenwood avenue. 


Engine 


Company 


直 41, 


Bay Ridge, n«ar Second avenue. 


Engine 


Company 


143, 


Fifth avenue, near Ninety-second street. 


Engine 


Company 


143， 


Eighteenth avenue, near Eighty-sixth street. 


Engine 


Company 


144* 


West Fifteenth street and Surf avenue. 


Engine 


Company 


MS. 


West Eighth street and Surf avenue*. 


Engine 


Company 


146， 


East Twenty-third street and Voorhccs avenue*. 


Engine 


Company 


147, 


Sixtieth street and New Utrecht avenue. 


Engine 


Company 


148, 


Church, near Bedford avenue. 


Engine 


Company 


149, 


Rogers avenue and Mid wood street. 


Engine 


Company 


150, 


T —處 C? 羞為美 J 羞- • 恭一- 

Lawrence, near Second avenue'. 


Engine 


产 

Company 


151, 


Waliabout Market. 


Engine 


Company 


152, 


No. 021 Central avenue. 


Engine 


Company 


153, 


Eighty-Sixth street, near Twenty-fourth avenue. 


Engine 


Company 


154, 


Town Hall, Gravcscnd. 


Engine 


Company 


155, 


Rogers avenue, near Avenue r. 


Engine 


Company 


156, 


No. 124 DeKalb avenue. 


Engine 


Company 


157, 


Rockaway, near Flatlands avenue*. 


Engine 


Company 


158, 


East Eighth street, near East avcnuc„ Long Island City. 


Engine 


Company 


159， 


No. 71 Gale street, Long Island City. 


Engine 


Company 


160, 


No. 687 Vernon avenue, Long Island City*. 


En^ne 


Company 


161, 


No. 231 Radde street, Long Island City*. 


Engine 


Company 


162, 


Nos. 78 and 80 Main street, Long Island City. 


Engine 


Company 


163, 


No. 354 Flushing avenue, Long Island City*. 



Hook and Ladder Company 51, No. iqq Van Brunt street. 

Hook and Ladder Company 52, No. 894 Bedford avenue. 

Hook and Ladder Company 53, No. 183 Concord street. 

Hook and Ladder Cbmpany 54, No. 181 South Third avenue. 
17 
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Hook and Ladder Company 55, No. 648 Pacific street 

Hook and Ladder Company 56, No. 124 Greenpoint avenue 

Hook and Ladder Company 57, No. 40 New Jersey avenue. 

Hook and Ladder Company 58, No. 112 Seigel street. 

Hook and Ladder Company 59， No. 633 Fourth avenue. 

Hook and Ladder Company 60, No. 264 State street. 

Hook and Ladder Company 61, No. 399 Halsey street 

Hook and Ladder Company 62, No. 1171 Madison street 

Hook and Ladder Company 63, Rogers avenue, near Mid wood street 

Hook and Ladder Company 64, Fifth avenue, near Fifty-second street. 

Hook and Ladder Company 65, East Eighth street, near East avenue. Long 
ItUnd City. 

Hook and Ladder Company 66, Jackson avenue, near Kouwenhoven street, 
Long Island City. 

Hook and Ladder Company 67, No. 356 Flushing avenue, Long^ Island City. 

Hook and Ladder Company 68 and Water Tower No. 6, Nos. 565 and 367 Jty 
Street 

Hook and Ladder Company 69, Wallabout Market. 

Chemical Engine i, No. 712 DHggs avenue. 

Repair Shoi>s, St. Edwards and Bolivar streets. 

Training Stables, etc., St. Edwards and Bolivar streets. 

Coal Depot, No. 127 North First street. 

Bell Tower, North First street and Bedford avenue (rear lot). 

Lot adjoining Repair Shops, St. Edwards and Bolivar streets*. 

Lot, Myrtle avenue and South Elliott place. 

Lot, north side Richardson street, 150 feet west of Ewen street. 

Lot, west side Star avenue, 25 feet north of Howard street, Long Island Citj. 

Lot, east side Watkins street, 250 feet south of Glcnmorc avenue. 

Lot, Rockaway avenue, corner Avenue F. 

The locations marked * are leased by the Department; all others arc City 
property. 
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' Brooklyn, July 22, 1905. 

Hon. NICHOLAS J. HAYES, Fire Commissioner : 

Dear Sir ~> The following new buildings have been completed since January i, 1904, 
in boroughs of Brooklyn and Queens : 

Engine Companies 124, 131, 135, 145, 146 and 158. 
• Hook and Ladder Companies 65 and 66. 

Extensive repairs to the following : 

Engine Companies 104, 108, 113, 118, 120, 122. 126 and 139 (Engine 151 and Hook 
and Ladder 69). 

Hook and Ladder Company 53. 

Also repairs to Headquarters Building and at the Hospital and Training Stables. 
Plans in progress and nearly completed : 

New store house 011 Myrtle avenue ； alterations Hook and Ladder Company 53 
(Engine Company 151 and Hook and Ladder Company 69}. 

Murray Hill Hose Company 4, ready for advertising, also Headquarters Building. 

Ordinary repairs have been made to the following : 
Hook and Ladder Companies 56, 57, 63. 64 and 68. 

Engine Companies 105, 106, no, iii, its, 116, 129, 133, 136, 137, 138, 142, 143, 145, 
146, 147, 148.. I49i T52, 154, 15s. I59> 160, 161 and 163. 

Very respectfully, 

H. W. BILLARD. 

Acting Assistant Superintendent of Buildings, 
Boroughs of Brooklyn and Queens. 



！ 



26o 



Classified Description of 



Sue. Style of Size in inches of 

_ A A A 











7H 


8 


4H 


9.800 










7r% 


o 






1 暴. 暴 








7H 


8 


aH 


9»8oo 


' •• . 








7J4 


9 




8,250 










6H 


8 














6^ 


8 










• * • • Tnhiilflr 


. TYouhle 






噚 74 


ft QAa 






. . . . Ttihiilar . . . 


Double 


^ rm 


8 




A. coo 


• 1 , 








6H 


8 




8,300 


1 . 










8 






1 . 








6H 


8 




8,000 










6Ji 


8 


4li 


Spjoo 






Tubular , , • • 


Double 




ft 

w 
















8 




6,750 








耋 • 


声扁' 


8 




8,100 












8 




8,200 










6H 


8 


4H 


8,-00 










6H 


8 


4H 












6H 


8 


4H 


8>200 










6H 


8 




8,000 










6H 


8 


434 


8,300 










6H 


8 


4^ 


8,aoo 










6H 


8 


4H 


8,400 












8 


4H 


8,200 










6H 


8 


4H 


S,zoo 










6Ji 


8 


4H 





\ f 



Frame. Boiler. Engine. 



r 

•dij 
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Steam Fire Engines. 



Manufacturer's New Boilers, Pumptp Etc 



、/■ ^ 



NuiB- 

Name. ber. When. By Whom. Where in Scnrtoti 



1894 

1894 
1894 
1874 
1891 

1884 
1 891 

1873 
1893 
1885 
1892 

1890 
1876 

1898 
1892 

1879 

1873 
1873 

1893 

1882 

1884 
1885 
1885 
1889 
1 891 



Amoskeag Manufacturing 

Company 707 1900 

Amoskeag Manufacturing 

Company 708 . . . . 

Amoskeag Manufacturing 

Company 709 … • 

Amoskeag Manufacturing 

Company 486 1896 

Amoskeag Manufacturing 

Company 668 1899 

Amoskeag Manufacturing 

Company 590 1894 

Amoskeag Manufacturing 

Company 667 1899 

Amoskeag Manufacturing 

Company 427 1897 

Amoskeag Manufacturing 

Company 697 • • • • 

Amoskeag Manufacturing 

Company 600 . . . . 

Amoskeag Manufacturing 

Company 684 1899 

Amoskeag Manufacturing 

Company 659 . . . . 

Amoskeag Manufacturing 

Company 507 1893 

Amoskeag Manufacturing 

Company 741 • • , • 

Amoskeag Manufacturing 

Company 685 1899 

Amoskeag Manufacturing 

Company 528 1899 

Amoskeag Manufacturing 

Company 421 1894 

Amoskeag Manufacturing 

Company 429 1897 

Amoskeag Manufacturing 

Company 546 1900 

Amoskeag Manufacturing 

Company 568 1894 

Amoskeag Manufacturing 

Company 594 . . . . 

Amoskeag Manufacturing 

Company 

Amoskeag Manufacturing 

Company 599 … ♦ 

Amoskeag Manufacturing 

Company 654 . . . . 

Amoskeag Manufacturing 

Company 669 1899 

Amoskeag Manufacturing 

Company 



American Fire Engine Com- 
pany, wftter tube boiler. . . . 



Repair Shop, tubular boiler. . 

American Fire Engine Com- 
pany, water tube boiler. . • • 

Repair Shop, tubular boiler. . 

American Fire Engine Com- 
pany, water tube ooiler. . . . 

La France Company, nest tube 



American Fire Engine Com- 
pany, water tube ooilcr . . . . 



Manchester LocomotiTe Works, 
tubular boiler 



American Fire Engine Com- 
pany, water tube boiler. . . . 

American Fire Engine Com- 
pany, water tube boiler …攀 

Repair Shop, tubular boiler. . 

La France Company, nest 
boiler ： 

American Fire Engine Com- 
pany, water tube Doiler. . . . 

La France Company, nest 
boiler 



American Fire Engine Com- 
pany, water tttbe boiler. . . . 



585 1897 Repair Shop, tubular boiler. . 



Spare 




Engine 


"$ 






Engine 




Engine 


慕 OS 


Engine 


106 


Engine 


108 


Engine 


ixa 


Engine 


"4 


Engine 


X18 


Engine 


119 


Engine 


I as 


Engine 


"7 


Engine 


153 


Engine 




Engine 


134 


Spare 




Spare 




Spare 




Richmond Hill 


Spare 




Spare 




Spare 




Spare 




Spare 




Engine 


156 
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Crane Tubular 



Crane 



Nest 



Crane Tubular 

Crane Tubular 

Crane Tubular 

Crane Tubular 

Crane Nest . . • 



Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 

Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 



Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 

Nest 
Nest 
Neat 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 
Nest 



Double 


6H 


8 


4K 


8,200 


Double 




8 


AH 


7,6oo 


LIOUDIC 




8 




叠 AAA 


Double 


6H 


8 




8,300 


Double 




8 




8,100 


Double 




8 


aH 


8'2O0 


Double 




8 




7,200 


Double 




8 




8k>oo 


Single 


Rotary Rotary Rotary 


5,400 


Double 




8 




7,600 


Double 








7,940 


Double 




8 


4H 


7,700 


Double 








7,600 


Double 




8 


4^ 


7p6ou 


Dbuble 




8 


4^ 


7,420 


Double 


7« 


8 


4H 


8,soo 



Double 








7,200 


Double 








7,200 


Double 








7,200 


Double 








7,aoo 


Double 








7»W 


Double 








7.400 


Double 








7.^00 


Double 








7,300 


Double 








7.300 


Double 








7.350 


Double 


7J4 


8 . 




7,900 


Double 


754 


8 




7,500 


Double 








7*200 


Double 








7»aoo 



Size. Style of Size in inches of 

_^ A 1^ A ^ 



飞 f 



3. 3. 4. 5. Frame. Boiler. Engine. 



•d§J 

•.CPU! 一 X〕 SSJS 
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889 



Amoskeag Manufacturing 
Company 



655 



903 


W. S. Nott Company 


4*9 


890 


Amoskeag Manufacturing 


660 


890 

893 


Amoskeag Manufacturing 
Amoskeag Manufacturing 


658 
696 


893 




377 


896 




358 


896 




360 


893 






895 




3^3 


898 




'403 


895 




334 


895 




339 


897 




36X 


896 




359 


888 




154 



895 


La 


France 


895 


L 詹 


France 


895 


U 


France 


895 




France 


«97 


La 


Frmnce 


•93 


La 


France 


896 


La 


France 


897 


La 


France 


896 


La 


France 


«97 


La 


France 


897 


La 


France 


«97 


La 


France 


895 


La 


France 


897 


U 


France 



Company 334 

Company 33J 

Company 331 

Company 330 

Company jaa 

Company 996 

Company 357 

ComiMnj 385 

Company 356 

Company 391 

Company 384 

Company 36a 

Company 333 

Compaay 390 



American Fire Engine Com 



Spare 

Engine 110 



E.ngii 
bes. 



La France Company, nett 



Spare 




Spare 




Spare 




Spare 




Spare 




Spare 




Bayside 




Engine 


III 


Engine 


"S 


Engine 


13K 


Engine 


136 


Engine 


138 


Engine 


137 


Engine 


139 


Engine 


140 


Engine 


141 


Engine 


142 


Ehgine 


»43 


Engine 


'44 


Engine 


145 


Engine 


'47 


Engine 


148 


Engine ] 


149 


Enftne 


150 


Engine 


«5i 


Engine 


15a 


Engine 


"8 


Engine 


155 



Manufacturer's New Boilers, Pninps, Etc 

A , , *- 



Num- 

Name. ber. When. By Whom. Where in Serrte 
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Fircboat. . . 
Fircboat. • . 
Searchlight, 



Crane 

Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 
Crane 



Nest ., 

Smoke 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Water 

Spiral 

Water 

Water 

Water 

Water 

Water 

Water 



and water tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 

tube 



Crane Spiral 

Crane Spiral 

Crane Soiral 



tube, 
tube, 
tube. 



Marine Scotch, two 



Pumps Two sets 

Pumps Two sets 

Crane 'Nest 



Double 


7'A 


8 




7,600 


Double 


6H 








Double 








£ AAA 


Double 










Double 








(k AAA 


Double 




8 


aH 


8.300 


Double 


8 


9 


aH 


9,200 


Double 


yy* 


8 


aM 


8,aeo 


Double 


7% 


8 


aH 


8, MO 


Double 


7J4 


8 


4H 


8,300 


Double 


754 


8 




8.300 


Double 




8 


^Zm 




Double 


6^ 






IC CAM 


Double 


jVa 


g 


aJjC 




Double 








6,500 


Double 








6.500 


Double 


8 


8 


4H 


8,700 


Double 










Double 








7.900 


Double 


754 






7,800 


Double 




8 


4H 


7.600 


Double 




8 


4H 


7,500 


Double 




8 


4H 


7,000 


Single 


16 


x8 






Tipound 14-26 


18 






Double 


16 


zo 


8 




Double 


«7 


IX 


10 




Vertical 











a Fircboat "Seth Low." 

h Fircboat "D. A. Boody." 

c Fircboat "Seth Low." 

d Fircboat "D. A. Boody." 

g Two lamps, 7,000 and 9,000 candle power. 



Sue. Style of Sixe in inches of 

A K 人 



•• 3- 4- 5- Frame. Boiler. Engine. 



r 

dBax 
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1894 La France Company 

1899 L« France Company 

1899 La France Company 

1899 La France Company 

1899 La France Company 

1900 La France Company 

【900 La France Company 

1900 La France Company 

[900 La France Company 

[901 La France Company 

1901 La France Company 

【901 La France Company 

[898 American Fire Engine Com- 
pany 

1894 Amencan Fire Engine Com- 
paii^ 

1899 American Fire Engine Com- 
pany 

1899 American Fire Engine Com- 

panpr 

[900 American Fire Engine Com- 
pany 

[900 American Fire Engine Com- 
pan^ 

1900 American Fire Engine Com- 

pany 

1900 American Fire Engine Com- 

pany 

1886 Clapp & Jones Company. . • 

1886 Claop & Jones Company. . . 

1894 Clapp & Jones Company. . • 

1885 W. Cowles 

1892 W. Cowles 

1885 Clapp & Jones Company. . . 

1885 Clapp & Jones Company. . . 

1901 La France Company 



29s 1 901 La ^ France Company, nest 



414 
412 

415 
413 
433 
43a 
438 

439 
461 
463 
463 

2619 

"04 
2678 
3679 
2702 
2703 
2730 

506 
493 



1900 Tregartben ft Son, new 



Engine 


10 直 


Engine 


"3 


Engine 


133 


Engiiie 


146 


Engine 


154 


Engine 


109 


Engine 


loS 


Engine 


107 


Engine 


1 10 


Engine 


103 


Engine 


； 13 


Engine 


ij6 


Engine 


IS7 


Engine 


158 


Engine 


160 


Engine 


x6i 


Engine 


104 


Engine 


"30 


Engine 


"7 


Engine 


120 


Engine 


131 


Engine 


159 


Engine 


i6a 


Engine 


«W 


Engine 




Engine 


lajc 


Engine 


t$2d 


Hook and Ladder 6B4 



Msnuiftcturers New Boilers, Pumps, Etc 
A * ： 



Num- 

Name. ber. When. By Whom. Where in Serric*. 



V 



J 。！ p§l.d 

M fa SUM 



2«> 



Chemical Engines. 



Weight, 

Name. Style. Capacity. Pounds. 



Num- Where 
Manufacturer. bcr. in Scrviee. 



Chemical Engine. . Crane 2 50-gaUon tanks. 

Chemical Engine . . Crane a 50-gaUon tanks. 

Chemical Engine. . Two-wheel . z 80-gaIlon tank. . 



4,375 Holloway Company. • iB Engine i6a 
4,500 Holloway Company. • 2B Engine 1， 重 
3,500 Hayward Company. . 3B Engine is 曹 



Classified Description of Hook and Ladder Trucks. 



Size, 
a- 3- 



Style. 



Largest 
Ladder. 
Feet. 



Manufacturer. 



Regis- 
When tered 

Bttilt. Num- Where in Serricc 
ber. 



• • . • Hayes aerial 85 

• • Hayes aerial 85 

Hayes aerial 85 

. . . . H«yei aerial 85 

Hayes aerial 85 

• . . . Hayes aerUl 8s 

• • . . Hayes aerial 85 

• • Hayct aerial 85 

• • •• Hayes aerUl 85 

• . • • Hayes aerial 75 

• , • . Hayes aerial 75 

Hayes serial 75 

• • • • Hayes aerial 75 

• • , • Hsycs aeriml 75 

Hayes aerial 75 

• • Hayes aerial 75 

.. Hayes aerial 75 

• • • • Hayes aerial 75 

Hayes aerial 75 

I . . Hajes aerial 55 

I . . Hayes aeriml 55 

. • • . Dcderick aerial • • 85 

I Combination s* 

I . • Babcock aerial. … 6o 

Hayes aerial 85 



La France Fire Engine 

Company 1899 

La France Fire Engine 

Company 1893 

La France Fire Engine 

Company 1899 

La France Fire Engine 

Company 1899 

La France Fire Engine 

Company 1899 

La France Fire Engine 

Company 1896 

La France Fire Engine 

Company 1901 

La France Fire Engine 

Company 1901 

La France Fire Engine 
Seagrave Company .... 1903 
La France Fire Engine 

Company 1889 

La France Fire Engine 

Company 1891 

La France Fire Engine 

Company 1891 

La France Fire Engine 

Company 189s 

La France Fire Engine 

Company 1886 

La France Fire Engine 

Company 1889 

La France Fire Engine 

Company 1888 

La France Fire Engine 

Company 1886 

La France Fire Engine 

Company 189J 

La France Fire Engine 

Company 1890 

La France Fire Engine 

Company 1895 

La France Fire Engine 

Company 189s 

Gleason & Bailey Manu- 
facturing Company. • . 1900 
Gleason & Bailey Manu- 

facturing Company. • • 1899 
Extin^isher Manufac- 
turing Company 1899 

La France Fire Engine 

Company , 1896 



aia 


Hook and 


Ladder f 息 


148 


Hook and 


Ladder s* 


ai3 


Hook and 


Ladder ss 


aiS 


Hook and 


Ladder 54 


J09 


Hook and 


Ladder 9* 


193 


Hook and 


Ladder C4 




Hook and 


Ladder tt 




Hook and 


Ladder 一 


iBS 


Hook and 


Lftddcr to 


xoa 


Hook tnd 


Ladder S7 


"3 


Hook and 


Ladder st 


"4 


Hogk and 


Ladder %t 


139 


Hook and 


Ladder (a 


67 


Hook and 


Ladder 6j 


99 


Spare 




9< 


Hook and 


Ladder %% 


79 


Spare 




140 


Spare 




103 


Hook and 


Ladder 4s 


i6j 


Spare 




160 


Spwe 






Hook and 


Ladder |S 


13B 


Hook and 


Ltddcr U 


iB 


Hook and 


Ladder 


19a 


Spare 
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Size, 
a- 3* 



Style. 



Largest 
Ladder. 
Feet. 



Manufacturer. 



Regis- 
When tered 
Built. Num- 
ber. 



Where in Serrice. 



Holloway Manufacturing 


1896 


8B 


Engine 


140 


Hollo way Manufacturing 


1896 


iB 


Engine 


141 


Holloway Manufacturing 


X896 


2B 


Engine 


14a 


Holloway Manufacturing 


1896 


3B 


Engine 


143 


Holloway Manufacturing 


1896 


9B 


Engine 


148 


Holloway Manufacturing 


1896 


7B 


Engine 


ISO 


HoIIowav Manufacturing 


1897 


loB 


Engine 


I S3 


Holloway Manufacturing 


1897 


iiB 


Engine 


IS5 


Holloway Manufacturing 


1896 


6B 


Engine 


M7 


Gleason & Bailey Manu- 
facturing Company. . . 


1896 


uB 


Engine 


144 


Gleason & Bailey Manu- 
facturing Company. . . 


1896 


5B 


Engine 


146 


Gleason & Bailey Manu- 
facturing Company. . . 


1897 


4B 


Woodhavctt 


Gleason & Bailey Manu- 
facturing Company. . . 

New York Fire Depart- 
ment Repair Shops . . • 

Fire Extinguisher Com- 


1897 
1882 

188a 


14B 
aiB 

•3B 


Engine 157 

Newtown 

Woodflide 



Straight frame 
combination • . . 

Straight frame 
combination • . • 

Straight frame 
combination . . . 

Straight frame 
combination . . . 

Straight frame 
combination • • • 

Straight frame 
combination . . . 

Straight frame 
combination . • • 

Straight frame 
combination . . . 

Straight frame 
combination . . . 

Combination chem- 
ical 

Straight frame 
combination . . . 

Straight frame 
combination • . . 

Combination chem- 
ical 

Straight frame . • , 

Straight frame. . . 



Straight frame. . . 



o 



888 15B Rockaway Beach 



Classified Description of Hose Tenders, Hose Wagons, Boat Tenders, Water 

Towers, Etc. 



Style. 



■Class— <^ 
I. 2. 



Platform spring 
Platform spring 
Platform spring 
Platform spring 
Platform spring 
Platform spring 



Regis* 
When tered 
Built. No. 



Where 
in Service 



P. Barrett Manufacturing Company. 
P. Barrett Manufacturing Company . 
P. Barrett Manufacturing Company. 
P. Barrett Manufacturing Company . 
P. Barrett Manufacturing Company. 
P. Barrett Manufacturing Company. 



74 B Engine X09 

899 75 B Engine 1 10 

899 76 B Engine 103 

899 79 B Engine 120 

899 78 B Engine 118 

77 B Engine 129 
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Style. 



2. 



Manufacturer. 



When 
Built. 



Regis- 
tered 
No. 



Where 
in Service. 



Platform spring. 






P. 


Barrett 






83 B 


Engine 108 


Plfttforin SDrinflT. 






P. 


Barrett 






82 B 


Engine 104 


Platform SDriniF. 






P. 


Barrett 






84 B 

V， 


Exiffine 1x3 


Plfttforin SDriniF. 






P. 


Barrett 




, • H 1 001 


85 B 


Engine 1 16 


Platform SDrinff • 






P. 


Barrett 






86 B 


Engine xix 


Platform sorinff . 






P. 


Barrett 






87 B 


Engine 114 


Platform finrinflr - 






P. 


Barrett 






88 B 


Engine X17 


pift tfrtrm finrinff' 






P. 


Barrett 




• , h xooi 


80 B 


Engine 133 


pi flf f f\f*fn anrifi IF 






P. 


Barrett 


"MaTiiifaptiirinff C!nmna.n v . - - 


, , n I ^01 


00 B 


Enirine 11s 


¥''1 9 ^ r an^i ncr 
夏 屋411 暴 11 暴 * 






P. 


Barrett 


^^simif Aptf If iffiff f nm nsn v 


1808 


71 B 


Ensinc io< 


A iciiii/riii spniiig • 






P. 


Barrett 


^/l aniif Atf^^iii'incT f^nriinsiTiv 


1808 


70 B 


Eiiffinc X 12 


I iSiiorin spring* 






P. 


Barrett 


lUr«in«« fl>t n <T ■ /\m n a ti v 


1808 


92 R 


Encrine 1 in 








P. 


Barrett 


f*i ，，- a 产 f " rincT i^rttYi ti V 




7t B 
Vo " 


Etiffinc 1 26 


jriAiiorizi Dpring* 






Gl< 


eason & 




I Ann 


80 B 


Flnflrinfr 12 夏 


A iaizorin spring • 






Gleason & 


« 1 Av i^^tm ff> 9 nir 




81 R 




natiorm spring. 






P. 


Barrett 




f flf%A 


25 x> 




ft laixurin spring. 






P. 


Barrett 


"K^atiiif Ar^f'if t"incy tr%n% r\o n v 


jfia6 






ST ittuiui m 9|jrinK • 






P. 


Barrett 








FlncHni^ t ^ c 

X^ilKI IftW '崎 3 


m ICibA Wl 暴暴 1 9L/i A&IIC ■ 






P. 


Barrett 




1 Rqa 


" B 


EnffincT I 】8 


ft'l M /\r ffTV Vfl flf 






P. 


Barrett 




， Ro e 




議" c J 


PIa 食 fctrm ftnt^inor 






P. 


Barrett 




1 RoA 


26 B 


Enffiiie 1 ^6 








P. 


Barrett 


\f oniif artiirincr Com nan v 




B 


Enoriiie 1 %& 


Plfltform SDrini? 






P. 


Barrett 






40 B 


Engine 140 


Platform sorinir. 






P. 


Barrett 




1806 


49 B 


Engine 141 


Platform SDrinir . 






P. 


Barrett 




1806 


so B 


l^ngine 142 


Platform sDrinir. 






P. 


Barrett 




1806 


51 B 


Eneine 141 


Platform spring. 






P. 


Barrett 






52 U 


I4 «^ 量 • J 癧 

iLngine 1 44 


Platform spring. 






P. 


Barrett 




189s 


41 B 


Engine 145 


Platform spring. 






P. 


Barrett 




189s 


42 B 


Engine 146 


Platform spring. 






P. 


Barrett 




. . . 1896 


53 B 


Engine 147 


Platform spring. 






P. 


Barrett 




-.. i895 


43 B 


Engine 148 


Platform spring. 






P. 


Barrett 




. • • 1895 


44 B 


Engine 149 


Platform spring. 






P. 


Barrett 




•••• 189s 


45 B 


Engine 150 


Platform spring. 






P. 


Barrett 






12 B 


Engine 146 


Platform spring. 






P. 


Barrett 




… 1 894 


28 B 


Newtown 


Platform spring. 






P. 


Barrett 






47 B 


Engine 137 


Platform spring. 










20 B 


Engine 125 
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^ Regis- 
r-ClM»-^ When tered Where 

Style. 1. a. Manufacturer. Built. No. in Service. 



Platform spring. 


I 




"93 


18 B 


Engine 119 


Platform spring. 


I 




1895 


15 B 


Engine 123 


Platform spring. 


1 




1893 


17B 


Engine 151 


Platform spring. 


I 




1894 


46 B 


Elmhurst (New- 










town) 


I'lAtform SDrioff . 




Mftrlborouffh Brothers ......... 




，T n 




Platform spring. 




, « Jones • • ••••••• •••••• 




33 D 




Platform spring. 




藝 瞻 Shtohflrd & Son 






£*n^nc 137 


Platform spring. 




• • ShcDbftrd & Son • , " 




A， n 


c^nginc 1 3 磚 


Flmtform spring. 




• . Shcohard & Son 


賈 AA， 


93 D 


CtfUpnC I Om 


Flatform spring. 




• • Shrohftrd A Son - 




94 « 


J!#n【ine 115 


Platform spring* 




• • ShftoharH A Son 


1903 


95 


—森 ，處一 

iLnginc 107 


Platform spring . 






• Q A 竇 


竇 A n 


c«nginc 100 


Platform spring. 




I M arlbor otiflrh Brother 量 


1094 




Engine 161 


Platform spring . 




I M &r Iborouff h Brothers 


1094 






Platform spring. 






1005 


30 D 


Engine 157 


Platform spring. 




I ^VoodhotiM I^anuf acturincr (VimnAnv 


1004 


2 M3 


VYooanaven 


Platform sorinff . 








OJ S3 


Kichmond Hill 


Platform spring. 




I GlcftSon ft Bsilev \f ftntifACturmip Omm 鳥 nv 

• 一 •# V «n A^w* 屬、 y VISA u m Wm%» %%mm 暴暴 ^^VIU Jr ■ 


1095 






Platform spring. 




I Marlborough Brothers 




XJ 


i\ocJwsw«y 11C8CO 


Platform spring. 




I GlcASon ft Bulcv Manufftcturinff Comoanv 


1095 


wj XJ 


jEvicomonu xxiii 


Platform spring. 




I ^VoodhoiiM ManufacttirinflT Com nan v 


1 oow 


5 


j&xigine 155 


PlatfcJrm spring. 




. . Tones 


1095 


35 *> 


Engine ijx 


Platform spring. 




I Maflborouffh Brothers 


• 00. 
1005 


57 JB 


Engine 159 


Platform SDrins . 






雷 O 為一 


55 B 


Engine X5a 


X J Mi ft VI lAI • 




I i>rooKijrn Fire Mjcp sr uuciit Kcpsir ooops « • 


1893 


19 B 


Engine uj* 


Platform spring. 






1895 


39 B 


Engine loi 


Platform spring. 






1893 


59 B 


Spare 


Platform spring. 






189s 


37 B 


Engine 158 


Platform spring. 






1895 


34 B 


Engine 154 


Platform spring. 




I P. Barrett Manufacturing Company 


1896 


54 B 


Engine 153 


4-wheel hose reel 






18" 


I B 


Engine ij^t 


4-wheel hose reel 






1871 


2B 


Repair Shopst 


2-whccl hose reel 






1871 


3B 


Bayside 


2 wheel hose reel 




I Amoskcafif Manufacturing Company 


1871 


4 B 


Engine 1 57 


Platform spring. 






189s 


36 B 


Spare 



Fircboat "Seth Low." 
Fireboat "David A. Boody." 
St. Edwards and Bolivar streets. 



This book should be returned to 
the Library on or before the last date 
stamped below. 

A Hne is incurred by retaining it 
beyond the specified time. 

Please return promptly. 




